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FOR AOVANCEMENT IN TIMEKEEPING 








SANDSTEEL 


EB Because Sandsteel orders are 
filled immediately. 

ZH Because Sandsteel comes in 
all sizes and styles. 
Because Sandsteel crosscurve 
design gives dual power. 
Because Sandsteel dual 
power permits use of longer, thinner 
springs—assuring uniformity of torque. 
Because Sandsteel torque is 
always in proportion to size. 
Because Sandsteel whole- 
salers are a dependable source. 


7 ——— Six good reasons for 


betel f 


MADE IN U.S.A. 


SUPERIORITY 


Supplied through wholesalers. 
For address of nearest whole- 
saler, write: 


 '7CH-MOTOR MAINSPRING CO.» - 145 Hudson St.- N, Y. 13, N. Y. 
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SOMETgiyg NEW HAS BEEN ADDED BY £lectro-Seal 


© New Hyles 
@ New Colows 
© New Sales dfppeal 


and it all adds up t0 @© Bigger & Beller Profils for You! 





Only one thing remains unchanged — the ex. 
clusive, time-tested Electro-Seal process that is 
already giving unsurpassed satisfaction to more 
LENTILLE $1.00 than 1,000,000 watch owners and jewelers all 
Regular Rounds .50 over the U.S.A. 
large Rounds .60 






NEW CRYSTAL STYLES: Handsome, modern, popular 
— to supplement our standard Lentille Electro-Seal, 
NEW PASTEL COLORS: In addition to our regular 
clear, transparent Lucite, we now offer — at no extra 
cost — permanent shades of blue, rose, yellow, amber 
and green. 


NEW SALES APPEAL: Variety to tempt your customers. 
Values to keep them happy. 


NEW PROFITS: Prices that leave ample room for ¢ 
good mark-up. 


Pree: 
This handsome counter Electro-Seal Features: 
sign in sparkling 
Plexiglass. Free Crystals custom-sealed to 
on request the individual bezel 
a) : 
1 , bytes No celluloid, cement or 
ob oy other adhesives used 


Unbreakable crystals of 
sparkling Lucite or Plexiglas 


All jobs returned within 24 
hours by first class mail 


Unconditional one year guarantee) 
See Free display 


P.S. We are also the manufacturers of the 
LITTLE GEM Crystal Cutting Machine for 


round unbreakables. Inquiries invited. 


WATCH CRYSTAL co. 


23 SEVENTH AVENUE @ NEW YORK 19 
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Assortment of 60 Best Sizes 


CYLINDRICAL CRYSTALS 





Cylindrical crystals have caught the public 
fancy—-THEY GIVE A WATCH STYLE. Not 
only are many new watches being sold 
with cylindrical crystals that need replac- 
ment when broken, but also your cus- 
tomers will appreciate your suggestion to 
modernize their old watches with these 
new and beautiful crystals. 


This assortment contains only the best and 
most popular numbers—the shapes and 
sizes that are required more frequently 
than all others. It will enable you to give 
immediate service to a majority of cus- 


tomers, with only a small investment that 
you will get back very quickly. 


These cylindrical crystals are the very 
finest—ground to the exact sizes shown 
on the chart—to fit popular well known 
watches—and beautifully polished to a 
jewel-like finish. The four drawer leath- 
erette cabinet has space for 136 different 
numbers and the chart shows a complete 
range of shapes and sizes, so that you can 
add more numbers if you desire. 


Order now and get your share of this 
profitable business. 





No. 615277 In 4-Drawer Cabinet as described...................-.---0-2.e eee. ‘49° 


LARGER ASSORTMENTS IN STEEL CABINETS ALSO AVAILABLE 


SWARTCHILD & CO. 


World's Largest Watchmakers' and Jewelers’ Supply House 


CHICAGO NEW YORK DALLAS ATLANTA 
BOSTON BUFFALO DENVER 
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To Increase You 












Dial Refinishing 





Crystal Fitting 





Expansion Band Repair 





Dependable Quality Since 1926 





4-2. Gi -dfed, i 2] 7-\ Se ege) a =) 


LOS ANGELES SeATTLE CHICAGO 


SAN FRANCISCO DENVER PITTSBURGH 
OAKLAND DALLAS ATLANTA 


KANSAS CITY HONOLULU TORONTO 
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Do you know that with SEITZ jewelling tool and this cabinet of 
press-in jewels containing 255 numbers you will be able to replace 
all the jewels, including cap-jewels, roller jewels and pallet stones 
of any current watch? 


This way of jewelling with this jewelling tool can also be adapted to 
watches with set jewels 


Ask your dealer to quote prices. 


Sold exclusively by 


BERGEON & CO. 


Wholesale Distributors 


LE LOCLE, SWITZERLAND 
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Genuine Swiss Staffs for Swiss 
and American Watches. These 
quality A, hand-polished staffs will 
live up to all your expectations. 


Properly hardened 
Swiss Stems for Swiss 
and American Watches. 
These precision - made 
stems are perfectly 

threaded for long wear. 
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We stock a large assortment of interchangeable genuine Swiss materials for these movements: A. 
Schild, ETA Font, Unitas, Buren, Pierce, Michel, Coupillard, Beguelin, Fleurier, Marvin, Helios, Felsa, 
— ~ Helvatia, Lemania, Oris, Ebosa, etc., etc., Chronograph material for Venus, Landeron- 
ahn, and others. 


Our large stock of precision-made Swiss tools i t tweezers, Bergeon main- 
spring winders, poising tools, balance screw, and pond fork a a etc. 





SALES THROUGH JOBBERS ONLY 


The HOROLOGICAL PARTS ohn, 
CORPORATION 





* 
©) 


2) 




















Think of ; 


G.F Hints of you 
G.F has these new 









The American Horologist and Jeweler 


products for you... 





1. G & F STAKING SET 
GUARANTEED 


100 precision punches, 20 stumps 
and tested staking tool, all multiple- 
tested for concentricity and hard- 
ness! Attractively boxed, easy to 
er ee $72.00 


“Snap, It’s In— Spring, It’s Out” 


Guaranteed Punches Are Now 
Available For All Staking Tools. 


Now Available: 





2. G & F PARALLEL CALIPERS 


For accurately checking every wheel 
in any watch! Large size has .008 
pins in upper and .010 in lower 
jaws. Small size has .004 and .006 
pins. Operated by r. and I. center- 
screw—heavy parallel guide pins. 


Small: for pocket watches— $5.95 
Large: for baguette styles— $5.95 


RING SIZERS — Plain and Grooved Hardened Steel RING MANDRELS 
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~ $5.95 
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3. STAFF REMOVER 


A speedy, easy-to-use Staff Re- 
mover which clamps the balance 
wheel down tightly. Two punches 
provided to handle both Pocket and 
Baguette style watches. Hardened 
Steel, highly polished ... $2.75 





4. BEADING TOOL 

12 Graduated Punches, hardened 
and polished to give the maximum 
in use and wear. Sturdy, durable 
wooden handle — Punches set in 
solid wooden block... . . $3.75 


Sold only thru 
WHOLESALERS 


G.rc 


5. DAVISON AIR DRYER 


Protects your precision tools against 
moisture damage. Convenient, easy 
to use, lasts indefinitely. Place one 
in each drawer and your instru- 
ments remain dry and rust-free— 
Cee <% eden ee elas $.75 





For Bracelet and Pocket watches— 
Knurled, solid brass handles, notched 
for easy identification. Non-roll, 
swivel hexagon tops. Extra long, 
tempered steel blades—“Starett 
Type” —all interchangeable. Set of 
6—sturdily boxed ..... $2.75 


MFG. CO. 
1217-1219 FRANKFORD AVE., PHILA. 25, PA. 
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WATCH-CRAET 


TWEEZERS 


BREGUET OVERCOIL 


H 18 H 19 H 20 H 6 


No. 43113. For usting and other 
type work. JU by well-known 
manufacturers for hair spring ad- 
justing. Price $1.70. 


) H 6 FACTORY TYPE TWEEZERS. 


H 15 LOCKING TWEEZERS (Below) 
No. 43119. Excellent for holding 
small watch parts, removing sec- 
ond hands, etc. $5.15. 


H 13 CUTTING TWEEZERS. No. 
43117. For cutting hands, hair- 
spring regulator pins, etc. 


H 5 NON-MAGNETIC BELL METAL. 
No. 43122. 





mall Med. Large 
No. 43122 No. 43121 No. 43120 No. 43113 


$4.55 $455 $4.55 $1.70 
ESPECIALLY DESIGNED 


H 15 H 13 H 5 H 16 


HAND MADE 


Nothing is more necessary to 
the watchmaker than a com- 
plete set of tweezers. The 
tweezers we offer are quality 
items. Made from fine steel, 
with stone finished points they 


We 

















have the right “feel” and the E 
right “touch.” | 
Friction 
Jewel 
r "| Designed 
MADE IN SWITZERLAND ¥ g-~ 
UNDER OUR | \ alee ata. 
CONSTANT SUPERVISION . \ ao 
No. 43119 No.43117 No. 43112 : 











$5.15 $4.75 $2.25 $2.85 


C. & E. MARSHALL CO. 


Box 7737 Chicago 80, and Principal Cities 
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H 14 CUDVED EDGE. No. 43118. 
Curve assures steadiness of hand 
by allowing it to rest on the 
bench. $2.35. 


H 12 STRAIGHT EDGE. No. 43116. 
Allows hand to rest on bench as- 
suring steadiness in assembling 
watches. $1.70. 


H 1 BAGUETTE. No. 43108. _ Es- 
pecially designed for small fine 
work on Baguette style watches. 


STANDARD AND 
BAGUETTE 


H 4 


H 1 





Baguette Small 
Large No. No. No. 
43111 43108 43109 
$1.70 $1.90 $2.00 





REG US PATENT OFFICE No 34843 








Curved 
Edge 
No. 43118 


H 3 





Medium 
No. 
43110 


$2.00 





TWEEZERS 


H 14 


Ht | 


iz 








Long Long Thin Straight 
Points —. e 
No. 43114 No. 4 No. 43116 
$2.40 $2. 60° $2.40 


HAND FINISHED 


Watch Craft tweezers come 
under the heading of a bargain 
—not because they are cheap- 
est, but because they are the 
finest. A set will last you a 
life-time, serve every purpose 
where a tweezer is needed, and 
give you the satisfaction which 
comes from owning a fine set 
of tools. Made by Switzerland’s 
finest craftsmen. 





MADE IN SWITZERLAND 
UNDER OUR 
CONSTANT SUPERVISION 








C. & E. MARSHALL CO. 


Box 7737, Chicago 80, and Principal Cities 































The American Horologist and Jeweler 


BEZELS 
or 








Bezels Matched for Hunting Cases or 3 Piece 
Cases. Tops of Cases Matched. Backs Matched. 


If we cannot match a Bezel we can make it to order (round only) 
Chronograph Bezels Made to Order 


ARE YOU STUCK FOR A PART?... Let us find 
it for you. We can duplicate practically any part, 
Swiss or American. We can match any staff, 
make bezels, supply chronograph material, do 
difficult repairs, make train wheels. 


We procure hard-to-get material for you at the same price 
you would pay for it at your material house. We charge $1.00 per 
item for our service and if more than one part is needed for the 
same job or watch, the charge is still ONLY $1.00. 





NEW MOVEMENTS—NO SERVICE CHARGE—NEW 14-K. CASES 




















AS 984-(10'2) $11.50 Plain $ 5.00 
FF 120 17} 13.50 Dome 6.50 
AS 976 71 15.00 2 rubies each side.................... 8.50 

. 2 3 rubies each side.................... 10.00 up 
AS 970 17} 11.50 Yellow, white, pink for FF 120 and 
AS 970 17] nurse's sweep incabloc 15.00 AS 976 








SEND FOR OUR PRICE LIST ON USED MOVEMENTS 


P.O. BOX 13 — WHITE PLAINS, N. Y. 


























MARCH, 1948 


i CHECK, CLIP and COMPLETE 





13 





ADVANCE YOUR EDUCATION AND EARNINGS WITH THESE 
INDISPENSABLE GUIDES TO MASTER CRAFTSMANSHIP . 


0 AN OUTLINE OF FIRST YEAR COLLEGE CHEMISTRY, by John R L.ewis, Ph.D................. $ 1.00 
(C0 AMERICAN CLOCKS AND CLOCKMAKERS, by Carl W. Drepperd, 312 pages, 
400 illustrations. ................c.c<:0--c000- 4.00 





—0 A PRACTICAL COURSE IN HOROLOGY, by Harold C. Kelly, 192 pages, 60 illustrations... 2.75 
0) A PRACTICAL COURSE IN JEWELRY ENGRAVING, by Albert A. Winter, Dlustrated 






















































































and Descriptive. 3.50 
0 AVIATION INSTRUMENT MANUAL. a 5.00 
( CHEMICAL FORMULARY (The), by H. Bennett. 7.00 
(0 COLUMBUS CLOCK (The), by Milham...................-.......-..--- 1.00 
(—) COMPLICATED WATCHES, Edited by Emanuel Seibel and Orville R. Hagans, 

132 pages, 150 illustrations.. x" 3.50 
(0 CONCISE CHEMICAL AND TECHNICAL DICTIONARY, Edited by H. Bennett. 

SANE PIII Ssvnecxctesereemasenersonct 10.00 
0 CURIOUS HISTORY OF MUSIC BOXES AND THEIR REPAIR (The), by Mosoriak. 

242 pages, 100 illustrations............... a 
Oj DIAMOND AND GEM STONE INDUSTRIAL PRODUCTION, by Paul Gronzinski... Gomcnaeonneoceuercon 4.95 
(0 FUNDAMENTALS OF OPTICAL ENGINEERING, by Donald H. Jacobs. 

RL A ED 5.00 
( GAGES AND THEIR USE IN INSPECTION, by Fred H. Colvin, 157 pages, 72 illus................. 1.50 
(0 GEMS AND GEM MATERIALS, by Henry Kraus and Chester B. Slawson. 

RS RIE IS EI ee ee ee 4.00 
(1 GENERAL TRADE MATHEMATICS, by E. P. Van Leuven, 575 pages, 400 illus..................... 3.50 
(1 HANDBOOK OF GEM IDENTIFICATION, by Richard T. Liddicoat, Jr................2.--..--e:s10----++- 4.50 
0 Il’S TIMING THAT COUNTS, by W. H. Samelius and Chas. Purdom. 

AY Nc cnn caeracics est vamebib capuanunresoneireb reuansdevetascabeinavesbeuveeceenabe 3.60 
(0 JEWELERS POCKET REFERENCE BOOK, by Robert H. Shipley.......... ae 
0) JEWELRY GEM CUTTING AND METALCRAFT, by Wm. T. Baxter. 

285 pages, 170 illustrations...... = 3.00 
0 KNOW THE ESCAPEMENT, by Barkus Horologists, 130 pages, 42 illustrations. pcaiacestiecanteees 5.00 
0 MAINTENANCE AND SERVICING OF ELECTRICAL INSTRUMENTS, by James Spencer. 

I I, FU Bas a ninecsesiccpccisicccienacereck pddagencinpicesespbthesncdicharsCaahasounnsineeicmineseets 2.00 
0) MICROSCOPE AND ITS USE (The), by Frank J. Munoz and Dr. Harry A. Charipper........ 2.50 
0 MODERN METHODS IN HOROLOGY, by Grant Hood, 253 pages, 140 illustrations.............. 2.50 
O MODERN WATCH REPAIRING AND ADJUSTING, by John J. Bowman and Ervil Borer. 

194 pages, 160 illustrations.......... 3.00 
0 MONTRES ET EMAUX DE GENEVE, for collectors only, DeLuxe volume of the famous 

Wilsdorf collection.............. 40.00 
0 MY WATCH HAS STOPPED, ee és -715 
0 OPTICS AND SERVICE INSTRUMENTS ie 1.75 
0 ee BALANCE AND HAIRSPRING WORK, by Walter J. Kleinlein, 

115 pages, illustrated........... 3.50 

0) PRACTICAL BENCHWORK FOR HOROLOGISTS, by Louis and Samuel Levin, 

377 pages, 475 illustrations. 5.00 
O) PRACTICAL MATHEMATICS FOR HOME STUDY, by C. I. Palmer and S. F. Bibb. 

697 pages, 363 illustrations 4.00 
O PRACTICAL WATCH REPAIRING, by Donald de Carle, F. B. H. I 5.00 
C) RULES AND PRACTICE FOR ADJUSTING WATCHES, by Walter J. Kleinlein. 

133 pages, 28 illustrations. 3.50 
0 SCIENCE OF WATCH REPAIRING SIMPLIFIED, by Gideon Thisell. 

ee SE Se eee 3.00 
0) SCIENTIFIC TIMING, by Charles Purdom, 142 pages, 100 illustrations................................ 6.00 
0 Specimen Book of MONOGRAMS, by Wm. H. Dietz, illustrated over 2,400 designs............ 1.00 
0) WITH THE WATCHMAKER AT THE BENCH, by D. de Carle. 

239 pages, 166 illustrations kisah sig gemeanrieetenass 3.00 
0 ‘12,000 Hours.” 12 pages, 3 illustrations 1.50 
0 “12,000 Hours’ Supplement. 12 pages, 6 ilustrations. 1.50 


(All Prices F.0.B. Denver.) All Sales Are Final. 


Gees 





The AMERICAN HOROLOGIST & JEWELER BOOK DEPARTMENT 


1549 LAWRENCE STREET DENVER 2, COLORADO 
Please send me the books checked above. My remittance of $§.................-.-..-...-.--+- is enclosed. 

I pi dep cca ones ndre coeds punessccesis este dnoacusenentneedetwacoeigens Street... 

City. : ..... Zone State 
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WATCH DIALS 


REFINISHED 
LIKE ORIGINAL 


eee §F)xcellent Workmanship Radium Applied 
Prompt Airmail Service Prices Reasonable 


Large Stock of MANUFACTURED DIALS 


Popular Sizes Including Font 634x8 120 & AS 5” 976, 83, 970m. 
in Butler, White, Pink & Gold Background 


Send for Catalogue 


me dL, ’ 12-14-16 JOHN STREET 
International Dial Co. Sits a Ena 


Peeters, 











The Above are Samples of Some of the Rhinestone Dials Manufactured by the 


F ii INTERNATIONAL DIAL COMPANY, Inc. 


12-14-16 JOHN ST. TEL.: CO-7-0595-6 
P. 0. BOX 333 CHURCH STREET ANNEX 
NEW YORK 8, N. Y. 
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Precision Instruments of the Watchmaker’s Art 


Only Levin true balance chucks offer all the features required 
by the modern watchmaker. These chucks are designed to hold 
the complete balance wheel, including rollers and hairspring. 
The convex disc gives convenient access to projecting pivot. 
Each spindle and disc is centered and drilled in its own chuck 
to assure absolute true running. In two sizes, for large pocket 
watch balances and small baguette balances. Fits all WW style 
lathes. Prices per set, including plush-lined leatherette box 
(Coteteg Ne. TGCS). we tt lt tt thw ll 
ee ee eee ee eee ee ee 


Here’s Why Watchmakers Should Have Levin 
Balance Chucks 


In the cross-section view above, note that spindle has two 
widely separated bearings, with full clearance between. Bear- 
ings, spindle and disc are centered and drilled in their own 
chuck, in a true watchmaker’s lathe. 


CTURERS OF WATCHMAKERS 
TOOLS SINCE 1920 
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With ONE! 
Special Key and Holder 
BERGEON 
you'll be able to open 
and shut all 
WATERPROOF WATCHES 
Price $25.00 net f.o.b. 
New York 



























WHEELS... 


Hour, Minute, Intermediate, Third, Fourth, : 
Center, Clutch 


FOR AS 976, 970, 1187, ETA 735, FHF 120, 150 
FELSA 294 


BALANCE WHEELS—Complete 


DOUBLE ROLLERS FOR ETA, AS, and FHF 

C 

TWEEZERS... MAINSPRINGS... . 
SRECECTA TE ee n 
STAFFS ... HAIRSPRINGS... | " 


HANDS... EBOSA CLOCK 
Second, Minute, Hour MATERIAL... 











Warren Trading Corporation 


561 Fifth Avenue New York 17, New York 





Expertly 

designed with 

Safety Drawers. 

Constructed to per- 

mit easy stacking of 

individual units. 

This is the new “dress” for 
Swisscraft Assortments you 
have come to appreciate so well. 


Sold through wholesalers only 
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AUNES #59 
WASHERS 
The Standard for Over 50 Years 
REFILL BOTTLES AVAILABLE FOR ALL AUNES ASSORTMENTS 





s 
GENUINE ae "ee 
o. 


goats, 
AUNE ° ° TIMING WASHERS 
AMERICAN MADE "rare wet From 3% Ligne to 18 Size 


AEG. vs. PAT OFF 





Bottle Ligne 














REORDER BY BOTTLE NUMBERS 


Assortment No. 5 Contains 10 Gross (3% Ligne to 18 Size) 
Assortment No. 16 12 Gross in cabinet of 24 bottles. Sizes: 0 to 18s 





0.AUNES CABINET OF Bracelet am CABINETS OF 
“Son 6 GROSS Timing ace BEST QUALITY 
BEST QUALITY Washers SS Cabinet No. 22 


re) TIMING No. 51, 5 LIGNES No. 54, 8 LIGNES 
at a ee 
pail i 0. 56, 10 LIGNES 

WASHERS RP FE 


Prane mane Half Gross Bottles Assortment No. 22 Cabinet containing 3 
PRICE $2.00 gross (6 bottles) $2.00 per cabinet 








REG. U.S. PAT OFR 











Bottle No. 16-18 Size, 1 min. in 24 hrs. 


o.AUNES 
“san” AUNES 
o BAGUETTE TIMING 
‘ WASHER 
ane west 
REG. US Par OFF Assortment No. 25 
Sizes 3% to 6% Ligne 
In Separate Weights 


a? oo a CONTAINING 3 GROSS WASHERS, $2.00 


1 
2 
3 
4 
5 
6 
7 
8 


6-12 Size, 
9 “ “ 
10 0 Size, 
11 an 
12 


RPWHLWNHOQUP WH 

















ALSO SUPPLIED ONE GROSS OF ANY SIZE IN ENVELOPES AND 
ASSORTED FOR WRIST AND POCKET WATCHES—MADE IN U.S.A. 


Order from your Material Dealer 


M. J. LAMPERT & SONS, INC. 


37 MAIDEN LANE—NEW YORK 7, N. Y. 
Exclusive Wholesale Distributors 
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First Showing of 
Another Hamilton “First” 


THE Y ; 


A HANDSOMELY STYLED WATCH 
FULLY PROTECTED AGAINST MOISTURE AND DUST 








A watch for the gentleman who “does things.” The new 
Brandon combimes and underlines protection as well as 
fine performance. A really safe and revolutionary watch 
case guards the excellence that lies within—a tradition- 
ally dependable Hamilton movement. Beauty and pre- 
cision are united in the styling of this gold-filled, tight- 
fitting case. Simple to service, no special tools are needed. 
This handsome watch will appeal to business and 
professional men — especially those with a flair for out- 
door sports. Your copy of the Brandon Service Bulletin 
sent on request. Hamilton Watch Company, Lancaster, Pa. 


*A HAMILTON 
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Southern 


COLLEGE OF 


WATCHMARING, 
INC. 








ONE OF AMERICA'S FINEST AND 
Most Modern Watchmaking Schools 


“NATIONALLY ACCREDITED" 





A COMPLETE COURSE IN HOROLOGY 


That Guarantees You a 


Life Time of Security 





(DAY & NIGHT CLASSES) 


Veterans Approved Under Public Laws 16 and 346 


Write for FREE Catalogue 





83 North Second Street 
Memphis, Tenn. 
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WHILE THEY LAST! 
LIMITED SUPPLY! 


at Philadelphia’s Thrift Center 
CHUCKS 


Here's your chance to save money. 
These are the same fine quality 
Chucks we have always sold at a 
higher price. 

Set consists of 20 Chucks. Numbers 
1, 2, 3, 4, 5, 6, 7, 8, 9, 10 and 12, 
14, 16, 18, 20, 22, 24, 26, 28, 50. 
Comes in a leatherette case with 
space for an additional 30 Chucks. 


Regular Value 28.25 Now 25.25 


TWEEZERS ~ 


FINEST QUALITY 
OUTSTANDING SWISS MAKE 

















Manufactured for us by one of Switzerland’s Foremost se 
Tweezer Makers. fed 


90% hand made of correctly tempered steel. Each 
point finished. 























No. S—Style for general use ea. 1.65 
No. 3C—For Hairspring work ea. 1.85 H 
No. 3—For general use on Bracelet Watches........ea. 1.85 
Regular value D.o0 

Set of Above Three............................ Now 4.15 





IMMEDIATE DELIVERY ON TWEEZERS AND CHUCKS 





CEVPRAL WATCH MATERIALS and SUPPLY COMPANY, Inc. 
1") > OW Oe Sy - We Op Same ie On! | om Oe on 
134 South 8th Street Philadelphia 7, Penna. 
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FOR CYLINDER CRYSTALS - 





Here It Is 
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An unedged pressed glass to augment your present system; or, as a . 
complete system in itself for economy in inventory, and a saving in - 
crystals. If you fit other types of crystals you will find the unedged ‘ v 
cylinders easy to work with. e 
Don't invest a lot of money in domed crystals until you have tried this ? 
simple economical assortment. Prove to yourself that they are for you. . 
One each UNEDGED cylinder crystals of 136 -shapes and sizes for . 
LADIES' watches, numbered with gummed labels that peel right off. “i 
Complete in a leatherette cabinet. Assortment No. 200, $37.00; RE- 
FILLS, 25¢ per each. . 
More complete assortments in steel cabinets consisting of all shapes . 
and sizes in gents’ and ladies’ unedged and finished cylinder crystals : 
are listed in our catalogue, which is yours for the asking. ; 
7 

. 

. 

. 

° 

. 
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’ 
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be “Only a watch that has iaieecd Ps. test Sits a 
be time, offers such a complete guarantee be 
ie of public acceptance and satisfaction. Bee 






No. 502 8x9 ligne 17 Jewels 


No. 8103 5 ligne 17 
10K R.G.P. steel back. 


14K Ladies’ co 


No. 8109 5 ligne 17 Jewels 
14K Ladies’ cord watch. 


NICOLET 


ee i Sas 


No. 1862 “‘Caress’’ 5 ligne 17 Jewels, w 
Rhinestone crested clamp-on b 








EA 8 


cONTA CT ¥o UR NEAREST WHOLESALE Bk 
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ABOUT eee st Ban. 
PROFITS peel ln 


Yow’ll 
Increase 
Yours 


With... 





Chita. and toch 


GENUINE SHELL CORDOVAN WATCH STRAPS 


You'll Sell More of These, the World’s Finest WATCH STRAPS 


You'll be proud to offer them. To see them is to recognize their outstand- 
ing quality. They're always an improvement on the straps they replace. 
The art of tanning, fine coloring and finishing Shell Cordovan is known 
only to a few master craftsmen. 


EXCEEDINGLY BEAUTIFUL 


Shell Cordovan, that exceptionally tough part of the horsehide from the 
rump, ASSURES UNUSUALLY LONG LIFE. They're highly regarded and 


sold by the discriminating everywhere. 


UNSURPASSED SALES PROMOTION AIDS 


Beautiful circulars and merchandise display cases and cards. Four dozen 
assorted new unusual colors—colors that men like—in a solid Fabricoid 
jewelers’ folding display book, a real value at only $30. One dozen on a 
folding and standing display card, in individual carton, only $7.50. 


ORDER SOME OF THESE FAST-SELLING 
BEAUTIFUL, SERVICEABLE STRAPS TODAY! 


Samples gladly sent to rated jobbers and export agents on memo. 


tech 2242 DETROIT AVENUE e TOLEDO 6, OHIO 
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WAKMANN 
‘POLICY PROTECTED 


5 Watches 


17 jewel, sweep second band, 
luminous dial and bands, with _ 
R.G.P. coin edge case. $16.75 Bane 











4 
timely 


opportunity 










17 jewel, sweep second band, with 
radium dial and hands, R.G. P. 
case, with steel back. $16.00 


for 





jewelers 


a 


17 jewel, Incabloc, diamond cut dial, sweep 
second, gold filled $21.00. Same with 
fullnumeral radium dial and bands 

(not Incabloc ). $19.75 











Nurses have to demand lots more of a watch than most 
people. These Wakmann Nurse’s Watches—especially 
designed for nurses—give lots more...inaccuracy...good 
looks...all round stamina. They are backed up by the 
famous Wakmann Repair Policy. Insured against de- 
fects, damage or breakage to mainspring, stem, staff, 
etc., for ome year. These Nurse’s Watches offer you 
an execptional, timely opportunity to win nice business 
from nurses (and other professional women) in your lo- 
cality...as many dealers everywhere have already dis- 
covered. 









*Bona Fide one-year repair pol- 
icy given for $1.00 with every 
Wakmann Watch. Write for 
complete details. 








WAKMANN WATCH COMPANY 


452 FIFTH AVENUE, NEW YORK 18, N. Y. 


ALSO SOLE DISTRIBUTOR OF “ELECTION” GRAND PRIX WATCHES 





If you 
now sell W 
fel aaatelata’ 
watches 


this announcement 
concerns you! 


_— 
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Polic rjor 
y Protected Pe. Fo TAANC 
J ¢ 


HERE’S HOW THE 
WAKMANN ONE YEAR 





REPAIR POLICY OPERATES: 
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Whee you 
selio Wokm x f 
— . and ° 
customer the Woke watch, you offer you <jderation of the stipulat on herein amed , 
fer ana ONE YEAR Ri ir ln cons! era ‘ Jakmann W atcl 
poyment of $1, You is: EPAIR POLICY ayment 0 ro the undersig® 4 retailer, © ees (08 
sue . ) : . a A 
one coupon for your record: Pe poy. eenenn Company nc. 452 Fifth Avenue, * w k City, ® 7 the 
word fo the Wi rds, The other — ¥ : ee ro rept 
lakmann you for- -om encin —— 5 
< New York Office. one year © eepriat aff. vem 7 other internal parts — 
t-™ ’ : ‘ 
ereatter, for one year, you: - n ead i if defective or mage 
wte protecti on ee” mechanisms of W $5 é “racy 
weteh i eS hy: he warch © its original gh geandard of °° 
ic Gehediive 06 du watch. If the ro restore th ‘ rough ¢ ler from 
customer maged in on a curn watch he OW dling 
returns the watch iy way, your and co rect ; se for S€ handling 
send it to Wokmann f eh to you, You in tor whom purch: A rhout furth xpe 
2 nn for n , Jered 
pair . prompt and s he cov 
wilt 8a Wakmann watches p — ot ship’ during s 
wi 3 revious! 
: rviced until expirati Liens et ae 
period. ‘ation of guarante: he eo 
y iN 
WwAKMA WATCH COP York 18 NY 
52 FIFTH NUE ° E all 
rone 
ng the W akmann ame excePt z 
This policy coversall weiner atry alts purbor’ eieme NCCE seen 
aan 
oLicy: 


wAK MAN N 
Registration Stub 
ed and rerurned to wakmant watch compa") 







a (to be detach 


a.c0 of purchase—— 


WA ) 
WAKMANN WATCH COMPANY, Inc 


FIFTH 
AVENUE + NEW 
YORK 
Ls. 








N.Y. 





n.¥ 


ogra’: 


Compa") 
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MR. JEWELER: 
We Will Prove It! 


Bonded 





* 

4 We Will Protect You With a $100.00 Bond on Our Graduates! 

% Today there are entering the trade, grad- If, therefore, any graduate of W.P.H.I. 

ve uates of schools with various qualities of that is placed with you and recommended 

workmanship. Some jewelers have had sad by us as capable of meeting your require- 

ye experiences with ese poorly trained ments does not fulfill your expectations 

he students. after two weeks, we will protect your loss 
Due to this existing weakness we want the up to $100.00 with our Cash Bond. 

ee opportunity to prove our superiority in 

% training of good men and women who are To date we have not found this neces- 
capable of repairing and rating customers’ sary, as our recommended students are 

e watches in all positions to WATCHMASTER capable mechanics 

% perfection. 

‘ West Pp I : 

p H logical Inst., I 

® Oro ogica hst.. EMC. 

, Accredited by the National Council of Technical Schools, Washington, D. C 

3 

y 


Board of Vocational Education. 


@ Nationally accredited by the United Horological Association of America. 
@ Licensed under the private trade school law of Pennsylvania by the State 


@ Approved School for Veteran Training under the G. I. Bill of Rights 


THE WORLD'S LARGEST WATCHMAKING SCHOOL 
WILLIAM O. SMITH, PRESIDENT AND TECHNICAL DIRECTOR 

1. Chronographs and Calendar Chronographs a definite part of curriculum 
2. Tops in teaching watchmaking 

8. Finest school training 

4. Capable, proficient graduates 

5. Most completely equipped school in the World (over 48 WatchMasters) 


OUR WATCHMASTER CURRICULUM COMPILED UNDER THE — OF 
CHARLES PURDOM, AUTHOR OF SCIENTIFI 


For further information wire or write at once 


WESTERN PENNSYLVANIA HOROLOGICAL 
INSTITUTE, INC 
807 Ridge Avenue 








Pittsburgh 12, Pennsylvania 
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2. with PRIDE 


FULTON 


FIT-TITE MOULDED GLASS 


Wateh (hystals 


CYLINDRICALS * FANCY FLAT TOPS 
GABLE TOPS * ROUND BALLS * ROUND FLAT TOPS 









.. precision crafted, highly polished moulded glass 
watch crystals for all popular makes of men's and 
ladies’ watches... those originally fitted with and 
Write for the new FULTON ~— those capable of being modernized with moulded 
Moulded Glass Wotch Crystal == 1455 crystals. Completely finished and ready for 

Catalog No. } j Sha ts 
dustproof fit without further grinding. An opportu- 
nity to profit from the vast, new market in moulded 


, fu ) glass with the finest quality moulded glass crystals 
(“1) M\ you — or your customers —can buy. 


Cabinet Assortments or refills. 


I LT () \ Your material jobber will supply you. 


WATCH CRYSTAL CORP 121 FULTON STREET, NEW YORK 7. N.Y. + ESTABLISHED 1931 
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BARKUS 


COMPACT 





No.101  No.102. No.103  No.104 ~— No. 106 
Standard Staff Conical Parting Square End 


(AU 2) >} Graver Remover Pivot Tool Standard 
Five full 2'2 inch length solid carboloy gravers with 


handle, in handy compact dust-proof case, at less than half of the former price 


Prices subject to change without not 


BARKUS 


DIAMOND 
WHEELS 


Full 2 in. size for faster work and long life. Mounted on spindle to fit No. 50 lathe 
chuck. Specify No. 4 (fine) for finishing, sharpening and other fine grinding. 
Also available in a coarse grit, No. 1, for rapid cutting or roughing. 


The reputation of the Barkus Laboratories has been 
built on the unchanging high quality of their products. 


Ask your dealer for copy of Barkus Illustrated Graver instruction booklet 


Delivered postpaid anywhere in U. S. BUY THROUGH YOUR DEALER 


pw AA LET If he cannot supply you, write 


OF PRODUCTS 


Barkus Horological Laboratories 


3538 Adams Avenue Yo] alm DII-Yo[oet- Wim Qo Ihcelaalle 
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the LECH> BENCH 


First in Design... Tops in Efficiency 


is ready to work for YOU 


This sturdy Tech-Bench is designed to give the watchmaker 100% working 
efficiency. The engineering resourcefulness of the new Tech-Bench puts everything 
in its place — everything within easy reach. Tech-Bench adds valuable hours to 
your working day by cutting lost motion. 





Tech-Bench is the ONLY watchmaker’s bench with these EXTRA features: 


e Eighteen well proportioned 
drawers, eight of which 
can be used for complete 
material systems. 


@ Stops on all drawers to 
prevent spilling. 


@ Solid oak replaceable top 
with durable, acid resistant 
finish. 


e@ Two conveniently located 
internally wired electric 
sockets for lathe and 
bench lamp. 


e@ Handy catalog and chart 
space. 





e@ Made of corrosion resistant 
non-magnetic aluminum. 


@ Reinforced canvas apron 
of generous size. 





Efficiency makes sense . . . dollars, too! ¢ Standard specifications: 
Length 40”, Depth 20”, 


NOW AVAILABLE! $ 69? 5 Height 38”. 


SEE YOUR e Either left-handed or 
MATERIAL JOBBER F. O. B. Houston, Texas right-handed model. 


THE DE MARIA CO. ¢ 711 MAIN STREET ¢ HOUSTON 2, TEXAS 














AS 
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PEERLESS AND ITTLE GIANT 
WATCH CLEANING MACHINES 


PEERLESS 


FIRST TO HAVE 4 SQUARE JARS 


The Peerless is equipped with an automatic 
reversing operation which is controlled by a 
heavy duty Universal motor wound for both 
forward and reverse operation. This auto- 
matic action plus square jars prevents a 
vortex from forming in the solution and 
creates complete agitation of the solution 
over and through the basket at all times. 
Four square jars insure removal 

gummed oil or dirt particles commonly 
found on movement parts. No brushing 

y. Does c plete thorough job. 


PEERLESS IS THE FIRST TO HAVE 
AUTOMATIC REVERSING OPERATION 








» 


BASKET FEATURE FOR 
BOTH MACHINES 


The basket features more improvements. 
Made of stainless steel or Monel metal, it 
is so constructed that the various sections 
fit together in one frame. Thus the solu- 
tion passes straight to the parts to be 
cleaned. The various sections of the basket 
are held in a new type of frame that can 
be removed or attached to the basket 
holder instantly. Finger-tip locking device 
at any height, no screws or knobs to turn. 





LITTLE GIANT 


@ Push Button Reversing . . . Simply push a button 
to make basket turn in reverse. 


@ Metal Shielded Heating Unit . . . Prevents oxida- 
tion of heating coil and gives uniform heat to 
all watch parts. 


@ Black Wrinkel Finish . . . Designed to last and 
is attractive as well. 


® Turntable Keeps Work in Front at All Times 
Please Write to Us for Further Information 


C. & E. MARSHALL CO. 


Box 7737 Chicago 80, and Principal Cities 


O60) 
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63/4 x 8 LIGNE 

COMPLETE WATCH 17 Jewel FF 120 movement, cord band with gold filled safety clasp, 
attractively boxed. 
With 14K gold case and dome crystal— 

$19.00 $19.50 $20.00 
With i0K RGP top, steel back case, and dome crystal— 

$16. $16.75 $16.75 
ALL RHINESTONE DIALS $1.50 EXTRA. 








5 LIGNE 
COMPLETE WATCH 17 Jewel A. Schild 976 movement, cord band with gold filled 
safety clasp, attractively boxed. 
With 14K gold case and dome crystal— 
$22.00 $22.50 $22.50 
With 10K RGP top, steel back case, and dome crystal— 
$18.00 $18.00 


ALL RHINESTONE DIALS $1.50 EXTRA. 


Mercury Jewelers Service 


WATCH MATERIALS—TOOLS—JEWELERS SUPPLIES—WATCHES 
151-03 94th Avenue Jamaica 4, New York 
Formerly 
Swiss-American Jewelers Supply Co. 
179 Broadway 
New York, 7, N. Y. 

















FEBRUARY, 1948 
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83/4 LIGNE 
COMPLETE WATCH 17 Jewel A. Schild 970 movement, leather strap, attractively boxed. 
With 14K gold case and dome crystal. 


$24.75 ke a ae 
With 10K RGP top, steel back case, and dome— 
15.75 $15.75 $15.75 


ALL RHINESTONE DIALS $1.50 EXTRA. 





— 
: = ~ } 
{ 








13 LIGNE CHRONOGRAPH 


COMPLETE WATCH 17 Jewel high grade movement. 

18K rose gold case, rose colored dial and hands, alligator strap, attractively boxed, 
$47.50 (retail price $149.50). 

Stainless steel backed case, light dial, radium hands, grey leather strap, attractively 


boxed, $21.75. 


STUDENTS AND RECENT STUDENT GRADUATES. SEND FOR OUR CATALOGUE OF 
SPECIAL OFFERS OF TOOLS AND WATCH MATERIAL CABINETS. 


Mercury Jewelers Service 


WATCH MATERIALS—TOOLS—JEWELERS SUPPLIES—WATCHES 
151-03 94th Avenue Jamaica 4, New York 
Formerly 
Swiss-American Jewelers Supply Co. 
179 Broadway 
New York, 7, N. Y. 
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Watch Specials.... 


10% ligne 15- jewel in- 10% ligne 17-jewel in- 10 ligne 17-jewel in- 
cabloc movement with cabloc movement, in Rolled cabloc movement, in Rolled 
sweep second hand. Im- Gold Plate case, steel back, Gold Plate case, steel back. 
ported Swiss yellow case, flat top crystal. $14.00. $12.50. 

steel back. $13.75. 


8% ligne 17-jewel movement, 6x8 ligne 17-jewel movement, in 

in Rolled Gold Plate case, steel Rolled Gold Plate case, steel back, 

back with dome crystal. $14.75. $14.50. In 14K Gold cases, $18.00 

In 14K Gold, $23.50. With rhine- In 14K Gold cases with six genu- 

stone dials, $1.50 extra. ine rubies, $22.00. Rhinestone dials 
$1.50 extra. 


ATTRACTIVE PLASTIC WATCH BOXES 65c EACH 
COMPLETE NEWALL, BESTFIT AND QUICKFIT MATERIALS SYSTEMS 


8% ligne 16-jewel move- 
ment, in Rolled Gold Plat 
case, steel back, $12.75. 
17-jewel movements, $13.75. 


Gemex and J. B. Watch Attachments e Leather Straps e Watch Cases e Glass Crystals e 

G. 8. Cabinets and Crystals @ L. & R. Cleaning Machines and Products @ Lathes @ Staking 

Tools e Dials Refinished e Domed Crystals Fitted e Hairsprings Vibrated e Mainsprings ¢ 
Cabinets of Stems, Staffs, Jewels, Crowns, Hands, etc. 


lvan P. Moren » WHOLESALE... 


Watches, Watch Attachments @ Materials and Jewelers Supplies 
20 West 47th Street New York 19, N. Y. 
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mainsprings 


Easy-to-read chart sup- 
plied with each Assort- 
ment showing exact 
measurements in metric 
and Dennison for Bulova, 
Gruen, Schild, Benrus, 
etc., including inter- 
changeability. 


I. right size? The best steel? Special 
features? Protective packing? In this Nu- 
Vigor Assortment you'll find everything 
+». every size for every make and model 

. every spring hand made, hand pol- 
ished, hand finished, with  precision- 
rounded edges and pre-formed barrel hook 
...every spring INCIVIDUALLY INSPECTED 
and scientifically double-packed in a sealed 
envelope with interchangeable models 
marked right on the envelope. The ma- 
roon-finished two-drawer cabinet is stand- 
ard size for stacking . . . each section has 
adjustable back-stop . . . clever index 
system puts the spring you want right at 
your fingertips . . . and there is plenty 
of room for additional numbers in the 


future. Ask your wholesaler. 


B. a inc. NEW YORK 


41-43 MAIDEN LANE 
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Send for 
Descriptive 
Literature 





CLAYTON & ROSE MFG. CO., Inc. 


a ents. MELROSE AVENUE © LOS ANGELES 38, CALIFORNIA 
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He DBRIPOM 


LAT Ez EB... 


WITH ANY OTHER LATHE 
ON THE MARKET FOR 
PRECISION PERFORMANCE 





Specifications 
co EI OE CETTE RITE ai’ 
NENTS oss coc eececlegees 1.97” (5 CM) 
PEE Pies wbsiimcerrced.cevedeseuleaeee 3.94" 
Distance between Centers..............-. 4” 
Chuck Capacity........ No. 50 Metric (.1969’) 








$125 incLUDING 1 CHUCK AND 2 CENTERS 


Guarantee... 
A written lifetime guarantee will be furnished by 
the manufacturer with each Perton Lathe. 
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Over 30,000 Copies of the 1948 edition of the 
GUIDE will re lj elers, wholesale 

¥S, manufacturers, jewelry 
service organizations, resident buyers, depart- 
ment stores, furniture Stores, importers and ex. 
Porters throughout the entire United States as 


well as leading foreign markets, gp eile 


Jewelers Buyers Guide =: 
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Available * 


for immediate shipment 






Twelve Dozen Straps 


#9525 Book $77.50 








Seitz Jeweling Tool 
#7480—$48.75 


Rosberg Bench 
#26—$56.50 











= 


We carry—B.B. G Am. 
Perfit Crystal Cabinets 
Write for Prices 




















HLM 1/10 H.P. $25.00 
Vigor 1/15 H.P. Lathe 
Motor and Rheostat 
#L13—$30.00 
Soldering Machine 
#2 Goodall $27.50 





L&R 
N Crystal Grinder G Polisher 
#LIO—$69.50 









y 
—_ 






G. S. Crystals Dazor 


me 





my 
Nn 


#IIAC $186.00 #21 Solderlux $59.00 $19.50 


ed 


Above items are available on Open Account terms of 2% discount 15th 
of month following. * 


They may also be obtained on Monthly Payment Plans varying from four 
to ten months. If payment plan is desired please write for contract— 
specifying items wanted and terms preferred. * 

*Except for terms of 30 days net on Dazor Lamps which are fair traded. 


BURTON M. REID SONS INC. 


st and Waahington “The Houde of Friendly Seruice” 











Seven Drawer Master 
Material System $270.00 


= ss 11 Gross Fancy Two Tube 
== 2 Gross Round Flourescent Lamp 


Soldering Machine #2134-16—Without tubes 








Levin Lathe 
Model H 
$153.25 






#L22A tubes to fit—ea. 70¢ 


Springfield, Illinois 
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GOOD-ALL 
SOLDERING 
MACHINES 


Designed to 
Fill Any Need 








Above: 


No. 2 Junior. Has from zero 
to 40 heats. Suitable for the 
average jeweler's repair jobs. 
Complete with accessories 


shown. 
$27.50 


Right: 

No. | Standard. Does all sol- 
dering jobs. Lightweight; takes 
up little space. Heavy trans- 
former gives a smooth grada- 
tion from zero to 60 heats. 


$38.50 








Left: 


No. 7 Deluxe. Light- 
weight cast aluminum 
with beautiful krakel 
finish, Easy-turning 
knob gives heat for 
any job. Tapered car- 
bon in handy location. 
Watch demagnetizer 


on side. 
$55.00 








Jules Borel & Company 


Watch Material Importers and Distributors 
410 Altman Building “ 103 E. 11th St. Kansas City 6, Mo. 
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A PRECISION TOOL 





HELDMAN’'S BOXWOOD LAP 


SLIGHTLY BEVELED AND 
CHARGED WITH NO. 6 
SUPERIOR DIAMOND POWDER* 


Removes Pits From End Stones 
In Ten Seconds 


° 

Complete With Instructions 
~ 

Price °4% 


Heldman’s Superior Diamond Powder Made From The Finest 
oon Especially For Use By Watch Makers and Instrument 
akers. 





No. 2 Very Coarse. Per 14 Ct...................-- 5 Pe 4% CO... $3.00 
No. 3 Medium Coarse. Per 14 Ct................. ae he % C.............. $3.00 
No. 4 Fine Cutting. Per 14 Ct................... $2.20 Per % Ct..................... $3.80 
No. 5 Rough Polish. Per 14 Ct................... 260 Per % Ct.................. $4.50 
*No. 6 Fine Polish. Per 14 Ct................... $2.95 Per 14 Ct..................... $5.30 
No. 7 Extra Fine Polish. Per 14 Ct... $3.30 Per 14 Ct... $6.00 
E. W. REYNOLDS COMPANY 
Phone VAndike 1231 MERCHANDISE MART Phone SUtter 14572 


315 West 5th Street, LOS ANGELES 13 Honolulu, T. H. 150 Post St., SAN FRANCISCO 8 
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Another 
BARKUS 
FIRST! 





New Revolutionary 


An accurate, large scale model for visual study that is easily adjusted 
with the fingers to show all errors and functions of the escapement. 


Mounted on 6” x 12” metal base, metal Wheel, Lever and Rollers with 
Plastic Ruby colored Jewels. Comes in attractive mottled plastic case, which 
makes a beautiful counter display. 


The Barkus Hand Model Escapement provides educational entertainment. 
Ideal for customer demonstrations and presenting escapement problems at 
guild and craft meetings—offering prizes for winning contestants. 


Not a Toy—Not a Tool—A True Scale Demonstration 
Hand Model Escapement 


400 of these Hand Model Escapements are now in every day use in the 
classrooms of the Western Pennsylvania Horological Institute, Pittsburgh, Pa., 
a school with an enrollment of over 2000 students, the world’s largest school 
of Horology. 


Present Supply Is Limited—Order Yours Today! 
PRICE $39.75 Delivered in U. S. A. 


If your dealer cannot supply you write 


Barkus Horological Laboratories 


3538 ADAMS AVENUE, SAN DIEGO 4, CALIFORNIA 
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For WATCHMAKERS Only 
DO YOUR OWN 


REBUILDING 





We Can Supply You With 


CASE, DIAL, and MOVEMENT 


(Dials will fit movements) 


YOU SUPPLY THE LABOR 


(Cleaning and Assemble) 


A Large Selection to Choose From 


Send for NEW RB Price List 


Attractively Priced With Illustrations 


xk * 


Henry Sobel & Co., Inc. 


145 Canal Street New York 2, N. Y. 
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| ntrod ucing 


a’ Roval Pair” by 


ewelers’ 
est 


JB Royal Champion 


Both in 1/20 12 kt. yellow, 
pink, or white goid filed, 


eg MAJESTY... to take its place be- 
side JB’s famous, fast-selling Champion 60 Million JB Invitations Say 
and La Petite expansion bands in the Watch “See Your Jeweler First!” 


Band Hall of Fame. Regal in every respect — We're sending them in to you, 
the jeweler, with 60 million 
advertising impressions in 


, 
...in the crisp, sparkling smooth lines of the LIFE-COLLIER’S 
svelte modern design . . . Distributed through LADIES’ HOME JOURNAL 


Leading Wholesalers. COSMOPOLITAN 


selling JB as Jewelers’ Best, 


Back the watch band 7 | the watch band America's 


jewelers recommend. 
that backs the jeweler! 


in the long-wearing quality . . . in the work- 


manship of JB’s famed expansion construction 


JACOBY-BENDER, INC. * 161 AVENUE OF THE AMERICAS * NEW YORK 13, N. Y. | 
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Tools For 


HANDY BLOWER 
$1.25—No. 35404 





A simple tool that is practical and durable. The 
answer to every watchmaker’s need. This ideal 
tool is designed to rid watch movements of dust 
and dirt with the least effort. The tiniest corner 
may be reached with ease. . . . AND MOISTURE 
FROM BLOWING IS ELIMINATED. YOU BLOW “DRY 
AIR.”” The perfect blower for every watchmaker. 


WATCH-CRAFT 


PLASTIC ASSEMBLY BLOCKS 





These all - plastic 
assembly blocks 
are the best for 
the lowest cost. 
A set of 11 rang- 
ing from 734 ligne 
to 18 size made to 
sell for only 


$1.75 








No. 40409 





PALLET STONE SETTER 


Se 


$1.65—No. 39036 


Work can be executed without guessing and with- 
out the slightest danger of injury to jewels or 
lever. Holds them risid and level. It is a perfect 





tool in every sense and produces perfect results. 
Finely finished. This precision tool can be yours 
for the low price of $1.65. 





Every Use 


JEWEL PUSHER 


No. 39087 $1.15 


po ig mond center . ae points are made of nickel 
= Complete size oo - - Guaran 
eed to ro satisfactory resul 





STAFF REMOVER 


FOR REMOVING STAFFS QUICK- 
LY WITHOUT USE OF LATHE. 
will not distort or —- _ the 


Fits 
tool frames. 









Price 
90c oe cee 


No. 
42677 





Use this time and money saving tool for just one 
month . .. you will never be without it. Directions 
for using included. 








4IN1 
MOVEMENT HOLDER 





The only movement holder that will hold the move- 
ment on all four sides. Movement is held firmly 
and in the center of the working area. Holds move- 
ments from smallest baguette to O size round. Steel 
screw opens both jaws. 


C. & E. MARSHALL Co. 


Box 7737, Chicago 80, and Principal Cities 
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ILLUSTRATED 
FREE CATALOGUES 











OF TOOLS, FINDINGS, AND SWISS MOVEMENT IDENTIFICATION 
COMPLETE WITH PRICE LIST 





ELL LL 


* DISTRIBUTOR OF: 
K and D Tools 


«GF Tools 
L and R Cleaning 
Machines and Tools 





















































Sand Steel 
Main Springs Ss 
Nu-Vigor 
Main Springs 
FULLER FINDINGS a 
G-S Unbreakable o—789 ".*** 
ae Crystals = SRYSTALS $2 20 
Fulton Fit-tite 
Shaped Glass Crystals a 1-Drawer Steel Material Cabinet 
V.T.F. Round Glasses Stack-UP-Type - $4.75 
~— (a) With 56 Paper Boxes 14- 
a Inch Square __................... $7.50 
Tech Aluminum ...+—=S«-—”_—W=d(b»?):s«SOWith 90 Paper Boxes 1- Inch 
___Watch Makers Bench SE $9.00 
- —” 5-Drawer Steel Material 
ae ERS EE aE $13.50 
ee ae < = Each drawer will hold same amount 
Best Fit - Quick Fit of boxes as (a) and (b). 
. Newall Assortments as 
PLASTIC SEALS a Hairsprings Vibrated 
9 alana a = Dials Refinished 
Zenith Cleani 
Stadiinns end Tosls Full Line of CASES 


* LOOK in the index for further description of the above products. 


24-HOUR MAIL ORDER SERVICE 


MAIDEN LANE JEWELERS SUPPLY CO. 


21 Maiden Lane New York 7, New York 
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PAUL LINN 


ware CRYSTAL FITTINGS 


LEADING IN QUALITY 
DEPENDABILITY AND 
SERVICE ! ! 

(It pays to do business with a long- 
established and highly-rated firm! ! ! 
Write for our 1948 Cylindrical 
Crystal Catalog 











Dial Refjinishing—4 Day: Service! ! 


HAIRSPRING VIBRATING 
48 HOUR SERVICE 





A 





FLATS—$2.00 BREGUETS—$3.00 
Note: Please furnish old Collet and stud when sending in American hairsprings to be vibrated. 
Do not send plete mov t. Send balance bridge and wheel. 


: 
> 2 


BALANCE WHEELS—$2.50 EACH 


Complete with Hairspring, Staff, Roller and Jewel for the following models: 


A.S.—340, 723, 964, 970, 976, 984, 1001, 1012, 1017, 1023, 1111, 1138, 1194, 
1195, 1200, 1202, 1220. 

FONT.—25, 28, 52, 120, 150, 155, 170, 175, 189, 190, 200, 206, 8144. 

ETA.—735, 810, 900, 980, 1000, 1010, 1045, 1051. 

FELSA.—6L, 294, 335. 

BUREN.—35, 300, 370, 410, 480, 10/2 L. 

DERBY.—67. 

A. MICHEL—380. 











Assortment of 100 fine quality Curvex BRACELET BALANCE JEWELS | 
(From 3% L. to 1012 L.) 





POISING TOOL—$22.50 
L. & R. Master Cleaning Machine—$69.50 


We are NOW able fo fill all SANDSTEEL Mainspring orders, and carry all Cabinet 
Assortments for immediate delivery. 


SPECIAL ON 4 DOZ. 

ASSORTED GENUINE SWISS STEMS 
Individually Wrapped And Plainly Marked In Material 
Envelopes For The Following Models 
A.S.—1187, 984, 340, 1002, 976, 970 
F.F.—120, 175 — E.T.A.—1000, 900 
GRUEN—405, 410, 270, 211 BULOVA—5AB-6AM 
Price $4. 00 Per Assortment of 4 Doz. 


We carry a Complete Line of G. S. FLEXO Watch Crystals, including Waterproofs. 
We also feature the NEWALL Systems and the L & R Products! 


> a 
c “~s 





PAUL LINN 5 SOUTH WABASH AVE. CHICAGO 3, ILLINIOIS 
(Established Since 1922} Jobber of Watch Materials and Jewelers’ Supplies—Crystal Fittings 











spc saeeh Seckavwncepammaereran ate entoanieds isi a 








48 


The American Horologist and Jeweler 








Announcing! 


Dual Convention 


UNITED HOROLOGICAL 
ASSOCIATION OF AMERICA 


15TH ANNIVERSARY CONVENTION 


NATIONAL ASSOCIATION of 
HOROLOGICAL SCHOOLS 


3RD ANNIVERSARY CONVENTION 


JUNE 17-20, 1948 


LORD BALTIMORE HOTEL, BALTIMORE, MD. 


Now Available! 


DISPLAY BOOTHS— You are invited to write for exhibitor’s contract show- 
ing cost, size and position of each booth, and giving complete displayer’s 
information. Prospective exhibitors are urged to write as soon as possible as 
space is limited and pre-convention demand has been heavy! 


ADVERTISING SPACE— an extra special souvenir program is being 
planned for this year’s convention! Featuring a number of unusual events, 
such as visits to the U. S. Naval Observatory, the U. S. Naval Academy at 
Annapolis, McCormick & Company, the world’s largest tea house, and guaran- 
teeing a circulation of many thousands, the program represents a real adver- 
tising bargain. ° 
WRITE FOR DISPLAY AND ADVERTISING RATES AND 
COMPLETE CONVENTION INFORMATION TO: 


Sid Levy, Convention Sales 
United Horological Association of America 
1549 Lawrence. Street, Denver 2, Colorado 
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Samuel Levin Talks About Watch Repairing and 


Efficient Use of Tools 


Because a technical talk by Samuel 
Levin is always of interest and value to 
watchmakers, we are printing here his 
talk made at the January meeting of the 
Los Angeles, Calif., Watchmakers Guild. 


Watch repairing is a highly skilled 
trade which requires a substantial 
knowledge of the theory of time- 
pieces and, if one is to be success- 
ful, a number of years of experience, 
during which period manipulative 
ability is developed. No one will 
dispute the fact that a thorough 
knowledge of horology is desirable, 
yet the most learned person cannot 
perform even such a minor operation 
as setting a jewel unless he has the 
tools with which to work and has 
used these tools a sufficient num- 
ber of times to become practiced in 
their application. 

I recall some years ago, at one of 
our well-known research organiza- 
tions, a certain precision machine 
was being constructed. One of the 
parts had to be mounted in jewel 
bearings but the instrument maker, 
not knowing how to set jewels, 
mounted them in plaster of paris. 


In the last few decades, machines 
and devices of various sorts have 
reached new high levels of develop- 
ment and this applies also to those 
tools used by watchmakers. As a 
matter of fact, changing economic 
conditions have made it necessary 


for the watchmaker to improve the 
efficiency of his methods in order 
to meet competition. In these days, 
when horological schools number 
their students in the thousands, this 
becomes particularly important. 
Having been a watchmaker myself 
and having had some years of ex- 
perience in this field before turning 
to the manufacture of tools, I feel 
qualified, in some measure, to make 
the comments which shall follow. 
When I started to learn watch- 
making, I had the benefit of several 
years of study of mechanical draw- 
ing, which proved to be extremely 
valuable, not because of any neces- 
sity to design watches, but because 
of its aid in enabling one to picture 
the relations of the various com- 
ponents of a timepiece under var- 
ious conditions. I recall that my 
first task was to sharpen a graver, 
first on a carborundum stone and 
then on an Arkansas oil stone. I 
remember the hours of practice re- 
quired to reach a point where I 
could sharpen a graver so that the 
ground surface was flat. Rubbing 
the graver back and forth on the 
oil stone block was the accepted 
method of sharpening it and to this 
day is the way it is done by most 
watchmakers. Now, we know that 
innumerable articles are made on a 
commercial basis by grinding and 
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we know that the grinding is not 
done by hand on an oil stone. Any- 
thing made in such a manner would 
be prohibitive in cost and hopeless- 
ly inaccurate. 

Why then does a watchmaker per- 
sist in using such an obsolete meth- 
od which is so wasteful in time? Is 
not the time wasted in rubbing the 
graver back and forth much more 
productive if used in actual repairs 
to a watch? A wet grinder will 
sharpen a graver in a few seconds 
and will do it much better than any- 
one can hope to do it by hand. Op- 
tical grinders, such as those used 
for edging lenses are very good for 
this purpose, also crystal grinders. 
These grinders have smooth cutting 
stones which leave a fine finish and 
the water running on the graver 
keeps the temper from being drawn. 
With such equipment, grinding a 
new point on a graver is reduced 
from many minutes to a matter of 
seconds. 

Since the days when most of us 
learned the trade, many new mate- 
rials have come into common use 
and among the more important is 
tungsten carbide. Its introduction 
has revolutionized manufacturing 
and only now is it finding its way 
into the hands of watchmakers. In 
order to benefit from its use, it is 
necessary to understand its charac- 
teristics and limitations. Tungsten 
carbide gravers have been both 
praised and condemned with great 
vigor, praised by those who used it 
intelligently and condemned by 
those who did not understand how 
to use it and were not equipped to 
grind it properly. 


I have on several occasions seen 
carbide gravers with broken points 
discarded as being “soft” when all 
that was wrong was that they were 
used wrongly, thus chipping the 
cutting edges. There is no such 
thing as a “soft” carbide graver, 
any more than there is a “soft” dia- 
mond. Tungsten carbide is a chem- 
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ical compound of great hardness 
and resistance to abrasion, its hard- 
ness being exceeded only by a dia- 
mond. Along with the property of 
extreme hardness it, unfortunately, 
has the property of being very 
brittle. Therefore, it will not stand 
bonding strains to any extent and a 
cutting edge cannot have as acute 
an angle as a steel tool. In fact, in 
some instances the cutting edge can 
actually be equal to or greater than 
90 degrees. This is merely another 
way of saying that many carbide 
tools are made with a positive rake 
instead of the customary negative 
rake found on steel cutting tools. 
Because of its hardness, it is nec- 
essary to grind carbide tools either 
with diamond wheels or diamond 
laps. There are being sold carbor- 
undum wheels for sharpening such 
tools but they are not satisfactory 
because at best they can be used 
only for roughing. The carbide 
trims the grinding wheel faster than 
the tool itself is ground. A diamond 
wheel for sharpening carbide tools 
should be mounted on a rigid arbor 
which runs true. Unless these con- 
ditions are satisfied grinding can 
not be done satisfactorily. If the 
wheel runs out of true, the grinding 
will not be smooth and will proceed 
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/ “pays OFF EVEN IN THE 
| SMALLEST STORE!” 


e - 
: Wem Says L. F. Slaughter, Fort Stockton, Texas 


“I get tremendous enjoyment from the New 


n } es 
Hermes Portable Engraver. It helps me sell many 


s which would otherwise g° unsold. The 


n : . 
4 ~ item 
— even in the smallest 


Portable surely pays off 


e , . 
e 3 jewelry store!” 
e ) i ae augdle= 


MOR Ne ven PORTABLE 


d 
ENGRAVING ELIMINATES 
RETURNED MERCHANDISE 
e Makes everybody an engraving 
mM expert. 
Engraves on jewelry, fountain pens, 


od "a 
silver flatware, watches, compacts, etc. 
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Complete Set 
Watchmaker’s 
Tools 


Benches 


Lathes, sliderests 
and attachments 


Motors 
Staking tools 
Bench Lamps 


Cleaning machines 


R+P+GALLIEN 


MATERIALS, TOOLS AND SUPPLIES 
220 West Fifth Street Los Angeles 13, California Materials, Tools and Supplies 














Sold thru wholesalers only 


B. J ADOW, inc... NEW YORK 
X {1-12 MAIDEN LANE 
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slowly. Another important point to 
be remembered is that the grinding 
must be done wet in order to obtain 
a fine finish. Kerosene is generally 
used for this purpose. With a grav- 
er sharpening tool and a properly 
mounted diamond wheel, a carbide 
graver can be sharpened much fast- 
er than anyone can possibly sharpen 
a steel graver on an oil stone by 
rubbing it back and forth. Inciden- 
tally, a diamond wheel is also ideal 
for sharpening small pivot drills and 
similar tools. 


Before proceeding to a discussion 
of other tools, it might be wise to 
consider the matter of a lathe, 
which after all is the basic tool in 
the watchmaker’s equipment. After 
seeing hundreds of lathes and an- 
swering many requests for informa- 
tion, I believe it will be worth while 
calling your attention to several 
points in connection with the care 
of lathes. First of all, one should 
see that the lathe is oiled occasion- 
ally with several drops of high 
grade spindle oil in each bearing. 
In most lathes removing the dust 
caps which cover the bearings will 
reveal the oil holes into which the 
spout of the oil can is inserted. 


At intervals, particularly after 
doing a lot of dry grinding or pol- 
ishing, it is advisable to take the 
head stock apart and clean the 
spindle and bearings thoroughly. 
For the sake of those to whom the 
lathe is relatively new, I also wish 
to mention that once in a while it is 
necessary to adjust the end play in 
the spindle. This is easily done by 
means of the split nut on the left 
hand end of the spindle. 


When removing the head stock or 
tail stock from the bed, make it a 
point to thoroughly wipe the bot- 
tom before replacing it. The slight- 
est chip or piece of dirt will cause 
it to be out of line when it is clamped 
to the bed. There are certain parts 
of the lathe which are not plated, 
such as, the head stock spindle, the 
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draw bar, the T-rest and several 
others. If your hands are subject to 
perspiration, wipe off these parts 
with an oily cloth at the end of the 
day, when you are through using 
the lathe. This will help preserve 
them against rust. In fact, it would 
be well to wipe off the entire lathe, 
for even plated parts can become 
rusty through failure of the plat- 
ing under extreme conditions. 


How the lathe is driven has an 
important bearing on its usability. 
Most frequently, we find it belted 
directly to a small universal motor 
with the only speed control being a 
foot operated reostat. Any lathe 
mounted in this fashion is definitely 
limited in its capacity to do work. 
At high speeds, it runs too fast and 
at low speed it has no power. How 
many times have we heard a watch- 
maker say that a staff was too hard 
to be turned off and then proceed 
to damage the balance by driving it 
out? So far, I have never seen a 
staff which was too hard to be 
turned. In almost every case of 
failure, it was due to the lathe run- 
ning too fast. Such an operation as 
pivoting, where it is necessary to 
drill a small hole in hard steel, also 
requires low speed. For proper 
speed control, a countershaft is a 
necessity. It is indispensable if one 
is to use a wheel cutting or pivot 
polisher attachment. 


There are also other means of 
driving a lathe, such as a friction 
drive. Some devices of this sort are 
on the market but they are not 
cheap. As they come into greater 
popularity, they will perhaps come 
down in price. 


The names of Charles S. Moseley, 
John Stark, Ambrose Webster and 
John E. Whitcomb, will always be 
remembered as the men who were 
responsible for the development of 
the watchmaker’s lathe and the 
split chuck. Although, to the mod- 
ern inventor, a wire chuck may seem 
to be a relatively insignificant item, 
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its importance is such that to this 
day in many non-English speaking 
countries, it is still known as “le 
pince american” or the American 
chuck. 

To the early pioneers in the field 
of mechanics, the wire chuck pre- 
sented almost insurmountable dif- 
ficulties. It is related that when 
Moseley produced the first one it 
had four jaws. He decided upon this 
number because with his primitive 
equipment he had no means of di- 
viding it into three equal parts. 
However, it worked satisfactorily 
and was quickly succeeded by the 
now familiar chuck with three 
splits. 

One of the major obstacles con- 
fronting these men was the unde- 
veloped state of the steel industry. 
Steel was steel, whether for an axe, 
a die, or a chuck and there was lit- 
tle, if any, selection. The same type 
had to do. For decades only larger 
sizes of chucks were made. In re- 
cent years, because of non-deform- 
ing steels and improved methods of 
manufacture, it has been possible to 
market regularly chucks as small as 
number one. And if the need for a 
chuck half that size should arise it 
could also be made. 

During the war years, when the 
production of fine chucks was cur- 
tailed, a great many of inferior 
quality appeared on the market. In 
the last few years, however, the 
production of fine chucks has ex- 
panded and has now reached the 
greatest number in the history of 
the trade. It is surprising to find 
that there are still many watchmak- 
ers who consider ten chucks a full 
set and have no means of holding 
most work true unless by means of 
a cement chuck. The practice of us- 
ing an alcohol lamp and cement 
brass is, of course, not to be be- 
littled and has its place in certain 
turning or grinding operations. 
Such occasions are, however, com- 
paratively rare and it is difficult to 
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understand why one should do his 
work in such a difficult manner 
when modern facilities make it so 
simple and easy. 


The antiquated custom of calling 
ten chucks a full set is greatly re- 
sponsible for retarding progress in 
the watchmaking trade. The so- 
called set of ten chucks is in reality 
only eight for it usually includes a 
taper chuck and screw chuck. The 
remaining eight are good for hold- 
ing only eight different diameters 
of work. The man who starts off 
in this manner assumes a handicap 
and quite often suffers from it for 
years. 

Another innocent contributor to 
the watchmaker’s difficulties is the 
number 50 chuck, which is invar- 
iably included in the ten chuck com- 
bination. This particular chuck is 
suitable for holding work which is 
5 millimeters in diameter but, for 
some unknown reason, it has been 
chosen to serve as a sort of univer- 
sal chuck to all sorts of lathe at- 
tachments. We find it being used 
to hold a balloon chuck, a diamond 
chuck, a diamond grinding wheel or 
a saw arbor. Everytime a new tool 
is introduced, it is provided with a 
shank to fit the number fifty chuck. 
The truth of the matter is that a 
wire chuck is quite unreliable for 
such purposes. ; 


(To be Continued) 


The screws in a small watch are 
barely visible to the naked eye and 
it takes 50,000 of them to fill a 
thimble. Yet each screw is made 
to almost absolute perfection with 
each head polished. 


The hairspring which activates 
the balance wheel of a watch has 
energy equal only to one hundred- 
ae horse power (0.00000001 
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HERE’S THE TOOL YOU NEED 
FOR PRECISION MEASUREMENTS! 





in AS 
ae Metric Graduations — Grad- Qe! 
Sh vated for readings from 0 to re 
15 mm by hundredths of a <3 
millimeter. Accurate, clean ei 
cut graduations assure pre- aa 


\ cise and easy reading. 
{ Matched Frame and Spindle— 
Finest tool steel spindle with 
measuring surface lapped 
square with anvil—frame of 
_ polished forged steel. 
( Cutaway Anvil and Spindle— 
3/32" dia. anvil and spindle 
cut away to 1/16" dia. imme- 
diately behind lapped and 
squared measuring surfaces 
facilitates measuring recessed 
parts, balance staffs and 
pinions. 
Ratchet Stop—Especially use- 
ful for delicate work where 
too much pressure might 
damage the part. Assures 

110 WMR WITH RATCHET. . $11.00 uniform readings. 
110 WMRL WITH 

RATCHET AND LOCKNUT . 12.00 Bench Stand—Supports microm- 
an, eee eter conveniently in any position, 
LEATHER CASE ...... 1.25 leaving both hands free to hold 
the work and operate the tool. 

















This fine micrometer, specially designed for the exacting needs of watch- 
makers and jewelers, maintains the high standards of accuracy for which 
Central Micrometers have been known for half a century. It helps you do 


quality work and saves many hours on those fussy jobs where measurements 
must be correct. 


Ask your wholesaler or write today for descriptive literature. 
The Central Tool Company °* 466 Wellington Ave., Cranston 10, R. I. 


CENTRAL ©*tiscy MICROMETERS 


MAKERS OF FINE MICROMETERS FOR HALF A CENTURY 
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On a recent visit to the Peters 
School of Horology, Washing- 
ton, D. C., Orville R. pa 

a ‘tat - 





cameraman. Left to right: C. 
M. Knoble, public relations ex- 
pert; Forrest Peters, director of 
the school; Mr. Hagans, and J. 
Brown, dean of the Peters 
School. 
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HONORS FALL TO SECRETARY HAGANS 
IN WHIRLWIND EASTERN TOUR 


N a recent, jam-packed week and 

a half, January 18 through 29, 
U.H.A.A. and N.A.H.S. national sec- 
retary, Orville R. Hagans, had a 
building dedicated to him, accepted 
an honorary degree, addressed a 
new guild, delivered a speech at a 
national convention and visited and 
inspected almost a dozen watchmak- 
ing schools in Pittsburgh, Washing- 
ton, Baltimore, Philadelphia, New 
York, New Jersey, and Chicago. 


High point of the trip was the 
dedication of Sheraden Hall, main 
building of the Western Pennsyl- 
vania Horological Institute, to O. R. 
Hagans as founder in 1934 and only 
secretary of the United Horological 
Association of America. A degree 
of Master of Horology was conferred 
upon Mr. Hagans at the dedication 
ceremony. 


As part of his two-day visit there, 


Mr. Hagans in company with Wil- 
liam O. Smith, president of W.P.H.L., 





spent considerable time in the 
school’s experimental laboratory and 
classrooms. 

He visited two schools in Wash- 
ington, D. C., January 20: the Pet- 
ers School of Horology and the 
Washington Technical School. He 
was accompanied on his visit of the 
Peters’ school by four national of- 
ficers of the Disabled American Vet- 
erans Association. 

January 21 at the Lord Baltimore 
hotel, Baltimore, Md., June site of 
the 1948 national U.H.A.A. conven- 
tion, he spoke to approximately 200 
local watchmakers of an overflow 
crowd which jammed the meeting 
room and filled the halls outside. 
An estimated 75 persons were 
forced to turn away. Speakers in- 
cluded William Parker, sales man- 
ager of the hotel and Secretary 
Hagans. He outlined the benefits 
of organization and promised the 
cooperation of the national office 
of the U.H.A.A. to the new guild. 


Left to right: Forrest Peters, 
director of the Peters School of 
Horology, 817 14th St., N. W., 
Washington, D. C.; Orville R. 
Hagans, secretary of the 
N.A.H.S., and four national of- 
ficers of the Disabled American 
Veterans Association. 
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Specialty [D015 & MATERIALS 


for the WATCHMAKER 


PRECISION MADE AND PRODUCED FOR A SHOP AND SCHOOL 
WIDELY KNOWN FOR THEIR HIGH STANDARDS AND QUALITY. 


Available NOW to the trade. 








Carboloy Gravers. Two time- 
saving, double end, cemented 
carbide gravers. Designed in 
two shapes to cover a wide 
range of cutting needs. 


No. 1 (top in illus- 
TREES Ee $3.00 


No. 2 (bottom in illus- 
tration) $3.50 








Purdom Es- 
capement Oil. 
Highly refined 
escapement oil 
developed aft- 
er years of 
scientific re- 
search, under 
the guidance 
of Charles 
Purdom. 


Price 


H. & H. Revebegieal teeny Co. 





Send in your Order Today! 


De Vries water-proof watch case wrench 


This versatile tool (3 inches in diameter) is capable of 
removing any screw-back waterproof case, regardless 
of type or combination of slot holes indentations, etc. 
Has precision screws with Sevdaned 

deep. Frame is aluminum. —" instruc- 

tions accompany each tool. Price... AOE. a 


points .008 inch 


Timing and Hairspring adjust- 
ing tools: A set of four tools 
designed for manipulation of 
the hairspring, the regulator 
pins, putting the watch in beat, 
and for needling the hairspirn 

in close position ad- 00 
justments. Price............ a 





A 61-80 drill case 
(actual dimen- 


1%") 

iently designed 
to hold and iden- 
tify 20 drills, 
each clearly 
marked with its 
fractional and 
decimal equiva- 
lent! Transparent 
cover and bake- 
lite base are 
matched together 
with a slot to 
assure a_ tight, 
dustpoof fit. 


$1.00 


(Does not include 
drills) 


Successors to O. R. Hagans & Co., Mfrs. 


1549 Lawrence Street 


Denver 2, Colorado 
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Observers stated that there is a 
great deal of enthusiasm for the 
new organization, and in the hands 
of its capable officers it is well on 
its way to successful growth and 
maturity. 

Earlier in the day Mr. Hagans 
visited Baltimore’s two watchmak- 
ing schools: The C. & F. Watchmak- 
ers Institute and the Baltimore 
Watchmakers Institute in an unof- 
ficial capacity. 

In Philadelphia January 22 and 23 
Herman Pedrick, president of the 
Horological Association of Pennsyl- 
vania and Walter Stoeckel, U.H.A.A. 
executive board member, joined Mr. 
Hagans in visiting the Baronian 
School of Watch Repairing, Es- 
posito’s School of Watchmaking and 
the Philadelphia College of Hor- 
ology. These three association of- 
ficials later met with local guild of- 
ficers to discuss association activity. 

At the Hotel Commodore in New 
York January 25, Mr. Hagans ad- 
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dressed the second annual conven- 
tion of the Watch Material Distribu- 
tors Association on the subject, 
“What the Watchmaker Expects of 
the Material Distributor.” This 
meeting was followed by several 
days of conversation with industry 
leaders, manufacturers and retail- 
ers. Subjects under discussion in- 
cluded business prospects for the 
watchmaker and jeweler in the im- 
mediate present and in the future. 
The studied opinion of those best in 
a position to know is that some re- 
cession is likely and that a conserva- 
tive buying and selling program is 
the safest and best business policy. 


Accompanied by their proprietor, 
A. F. McGhee, Mr. Hagans visited 
the New Jersey Schools of Watch- 
making in Jersey City and Newark, 
January 26. 

Between trains in Chicago Janu- 


ary 29, he-visited a final school, the 
Chicago Institute of Watchmaking. 





A New ‘ud Moderns ad Wedding Anniversary 
List Invites Year ound Promotion from Jewelers 


(Continued from February Issue) 

Definite and specific types of 
gifts are listed in this illustrated 
16-page booklet for each anni- 
versary. This has been done in 
order to suggest what is suitable 
and proper for gifts for each anni- 
versary not only for the wife to give 
the husband and for the husband to 
give the wife, but also for the pur- 
pose of giving families and friends 
ideas on wedding anniversary 
presents. 

The Officers, Directors and the 
members of the Council’s Special 
Wedding Anniversary Committee, 
which Committee was responsible 
for the new Wedding Anniversary 
List, believe that at the outset—say 
for the first three months—promo- 
tional work on the new list should 
be done by retail jewelers. They 


< feel this is sound policy because it 


means that jewelers who invite the 
public to ask for the list will actually 
have the list—in booklet form—on 
hand to fulfill requests. Wide- 
spread publicity direct from the 
Council at the very outset on the 
new list, it was believed, might re- 
sult in too many requests that could 
not be filled by jewelers—a condi- 
tion that would hold ill-will poten- 
tialities. 

The Council, however, is going 
farther than merely offering the 
new Wedding List Booklet to retail- 
ers for distribution to the public. It 
plans to make available to retailers 
specific and helpful ideas on ways 
to promote the new list to the 
public. 


In furnishing promotional ideas 
(Continued on Page 76) 
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Quikafir| | SWISS BALANCE STAFFS 














72-BOTTLE 
TWO-TONE 
WOOD CABINET 
No. 101—126 Swiss Bal- | Sete 
ance Staffs covering 63 ¥ mee Fi" 
best models of A.S., a) fre Savahuns, vere 
Font., Eta, Michel, ete: 
From 33, to 1114 
Ligne. 


Price $20.75 


12 page illustrated book- 
let showing actual shapes 
of movements and setting 
parts including measure- 


ientnes i arto dddadidas a 3) 
were Wabiaealalaidy 
<a. Pails | 


Price $12.35 





No. 105—72 Swiss Incabloc Balance Staffs for Bracelet Watches. 2 each of 36 
popular models for A.S., Font., Michel, etc. 
Price $12.35 


48-BOTTLE TWO-TONE WOOD CABINET 
No. 102—-45 Balance Staffs for Benrus-Central. The 45 best models represented in 


334 to 12 Ligne. Pri $8.90 
rice ° 


Please order from your material jobber 


HAMMEL, RIGLANDER & CO., Inc. 


New York 16 New York 
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JEWELRY SHOP OPENS—Bank- 
ed with flowers, a new jewelry 
and perfume shop has been 
opened in the lobby of the Ten 
Eyck Hotel, Albany, N. Y. Its 
owner is Estelle Frank, at 
right, former secretary to Glen 
R. Bedenkapp, chairman of the 
New York State Republican 
Committee. Shown at left is J. 
E. Beggs, New York State Sen- 
ate postmaster, making the 
first purchase from Mrs. Wini- 
fred Lytte, Miss Frank’s assist- | 
ant. | 
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Weauty Chis fo Beauty 


ISS Estelle Frank, a well known 

Albany, N. Y., beauty and 
former secretary to Glen R. Beden- 
kapp, chairman of the New York 
State Republican Committee, has 
opened a costume jewelry, per- 
fumes and accessory shop in the 
lobby of the Ten Eyck Hotel, Al- 
bany. 

This is the third store in Albany 
to feature perfumes and cosmetics 
with jewelry, the others being the 
John J. Naughter Jewelry store and 
the Van Heusen and Charles Com- 
pany on Broadway. Miss Frank will 
cater to male users of perfume, in 
her hotel location. It is expected 
the male perfume and cosmetic 
counter will soon be a part of many 
forward-looking stores catering to 
men, where the men’s cosmetics will 
include lip and hand pomades, hair 
oils and deodorants. The John J. 
Naughter store has a beauty coun- 
ter for men already. 

“T’ve always had a yen to try my 
luck at merchandising,” said Miss 
Frank. “I’ve never had a chance 
before, and now this opportunity has 
popped up.” ’ 


She heard a hotel official remark 
that he would like to have a cos- 
tume jewelry concession in the lob- 
by, and she grabbed it promptly, ex- 
citing such headlines as, ‘Glamor 
Enters the Jewelry Business,” and 
“Albany Beauty Will Cater to 
Beauty.” 


She has employed Mrs. Winifred 
Lytte, formerly with the Van Heu- 
sen and Charles Company, as her 
assistant. 

A slender, smart-looking young 
woman with dark eyes and a feather 
bob, Miss Frank came to Albany in 
1940 from Jamaica, N. Y., as secre- 
tary to Assemblyman Henry J. 
Latham of Jamacia, now a Con- 
gressman. She was born in Brook- 
lyn, and attended Flushing College 
before becoming a secretary. The 
day after Governor Thomas E. Dew- 
ey was elected, in 1942, she became 
secretary to Edwin F. Jaeckle, then 
Republican State Chairman. When 
Mr. Jaeckle resigned, she stayed on 
in the headquarters office at the 
Ten Eyck hotel, and became secre- 
tary to Mr. Bedenkapp, in 1945. 

She is so confident she will like 
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--assuring meticulous designing, 


precise skill, most select materials, 
long wearing qualities and maximum 


protection for the finest movements. 


: Rua eS Re 
Executive Offices and Factory: LUDINGTON, MICHIGAN 
Soles Offices: 630 Fifth Avenve, New York 20 220 W Fifth Street, Los Angeles 
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you haven't yet taken 
advantage of Lenox 
fast selling fea- 
tures — order 


& 
from your. @ 


jobber iy 


Gafoday. 


Q7 





Chicago Rep.: H. S. Rubin, 29 Madison St. ‘ * Los Angeles Office: 707 South Broadway 
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shopkeeping that she has risked her 
life savings on the experiment. 
There is no question of success, say 
her friends—Republicans and Dem- 
ocrats alike—so she is expecting bi- 
partizan patronage at her store. 
Though she will specialize in jewel- 
ry, she will also carry the best in 
perfumes, and such accessories as 
Jewelry boxes, evening bags, gloves, 
scarves, evening handkerchiefs, 
compacts, leather goods and cigar- 
ette cases. 

She has a lot of precedent for 
success in her Albany venture. Sev- 
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eral women in Albany are jewelers 
or jewelers’ assistants. Mrs. Eliza- 
beth M. Booth conducts her own 
store, Eva Eggleston manages the 
perfumes department of the John 
J. Naughter store, and Frances 
Thelma Root is a well known repair 
expert on watches, and jewelry as 
well as a designer of jewelry pieces. 

Selling of perfume by retail jew- 
elers has proved profitable and 
worthwhile; it has built up volume 
and led to increased jewelry pur- 
chases, especially by women cus- 
tomers. 





lowa Secretary Visits National Headquarters 


One of the first U.H.A.A. officer visi- 
tors in the new (1549 Lawrence street, 
Denver 2) national headquarters of the 
organization was G. Y. Swartzendruber, 
state secretary of the Horological Asso- 
ciation of Iowa. Burdened with a number 
of new Iowa applications for membership 
in the U.H.A.A., and a quantity of records 
of old members which needed clarification, 
he spent considerable time February 2, 
with Miss Josephine Neislar, assistant 
executive secretary, who helped him recon- 
cile the national and state records. 

He complimented highly the new book- 
keeping and record system, which, he said, 
is going to make the state secretary’s job 
much easier than it has ever been before, 
besides assuring almost 100 per cent ac- 
curacy in the records, and providing a 
much better check and follow-up on the 
members. 





U.HLA.A. Assistant Executive Secretary Josephine 
Neislar and Iowa Secretary G. Y. Swartzendruber. 


The letter which Orville R. Hagans re- 
ceived from Mr. Swartzendruber follow- 
ing his visit here contains a message for 
all state secretaries and watchmakers, and 
for that reason is reproduced here. 


Orville R. Hagans, Executive Secretary 
U. H. A. A. 

Denver, Colo. 

Dear Mr. Hagans: 


After spending the day in your office 
Feb. 2, having personal contact ‘with you 
and the personnel of the Executive Office 
of the U. H. A. A., I wish to express my 
appreciation for the courtesy shown me, 
the time given to further explain the work 
of our organization. I came home feeling 
that it is a privilege as well as a duty for 
watchmakers to belong to such a Na- 
tional Association. I am convinced that 
this organization sincerely believes in the 
betterment of the craft and stands will- 
ing and ready to help all watchmakers 
either as individuals or as groups meeting 
in Guild sessions. 

Many of us have been watchmakers for 
several years and are particularly glad to 
see the National Association do so much 
to help the young watchmaker who some 
day will take our place. I would like to 
urge all State Secretaries to cooperate 
with the National Association in its new 
set-up. Personally, I feel the manner in 
which it is collecting dues is right. The 
balance of the set-up should and will 
work, with all states cooperating. 

Again, my sincere thanks for your time 
and valuable information. I will try to 
give as much of this as possible to our 
State Association. 

Sincerely, 
(Signed) G. Y. Swartzendruber. 
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FAST GROWING W.M.D.A. TAKES UP 
VITAL QUESTIONS IN N.Y. CONFERENCE 


HE conference of the Watch Ma- 

terial Distributors Association 
of America, held at the Hotel Com- 
modore, New York City, on January 
24, 25 and 26, was attended by ap- 
proximately 180 members and 
guests. Less than two years ago, 
when the group was organized, the 
total membership was eight watch 
material distributors; just before 
the January conference opened, the 
number had increased to 47, and at 
its close, 20 more applications had 
been received. 

President William J. Kilb of the 
Kilb-Beck Co., Milwaukee, Wis., an- 
nounced at the conference that H. 
Donald Richards had been appointed 
executive secretary to handle the 
affairs of the Association. Mr. Rich- 
ards has been associated with the 
Fernley and Fernley staff, 505 Arch 
St., Philadelphia 6, Pa., for the past 
three years and will have his head- 
quarters at their office. 


Subjects of paramount interest 
and importance were discussed dur- 
ing the conference. The Saturday 
morning and part of Monday morn- 
ing sessions were open only to watch 
material distributors. Representa- 
tives of manufacturers and import- 
ers attended the other sessions of 
the three-day meeting. 

Sydney W. Prague of the Prague- 
Kurtz Co., Houston, Texas, chair- 
man of the committee on standard- 
ization of cabinets and of the com- 
mittee on catalogs, reported to 
members. 

Other speakers at the sessions dis- 
cussed various phases of watch 
materials distribution. Harry W. 


Ketchum, chief of the Distribution 
Cost Section, Marketing Division of 
the Office of Domestic Commerce, 





U. S. Department of Commerce, 
Washington, D. C., spoke on “The 
Role of Management in Successful 
Wholesaling.” 


Orville R. Hagans, executive-sec- 
retary of the U.H.A.A., spoke on 
“What the Watchmaker Expects of 
the Watch Material Distributor.” 

R. W. Applegate of Applegate- 
Lawson, Phoenix, Ariz., presented a 
talk, “What the Watch Material Dis- 
tributor Expects from the Manufac- 
turer, Importer, and Watchmaker.” 


Those attending the conference 
were guests of the American Perfit 
Crystal Corp., B. B. Crystal Corp., 
Hammel Riglander & Co., B. Jadow, 
Inc., and M. J. Lampert & Sons, Inc., 
at a reception and buffet supper 
Saturday evening. Following the 
closing session Monday, the group 
were guests of the Bulova Watch 
Co. for luncheon at their Long 
Island plant. A trip through the 
Watchmakers’ School and Bulova 
factory followed. 

Mr. Hagans’ talk could not be re- 
printed i in its entirety, but aia 
are given here: 

“To present to you ithe a 
just and reasonable program of 
‘What the Watchmaker Expects of 
the Material Distributor,’ I have 
contacted my officer personnel, in 
order to have their views, also.” 

Here Mr. Hagans interpolated a 
brief summary of the aims and ob- 
jectives of the U.H.A.A., then went 
on to make several recommenda- 
tions to the Watch Material Distrib- 
utors Association. 


“Where groups of your customers 
are seeking ways and means of im- 
provement through organization, 
participate and give them encour- 
agement. There are many ways to 
do this—through mailing lists, no- 














e- 
ts 


of 
of 
ve 


a 
»b- 
nt 
la- 
ib- 


m- 
on, 
ur- 

to 
no- 














MARCH, 1948 


tices of meetings posted in your 
place of business, appearing before 
the groups, giving them talks on 
materials and tools and ways to 
identify and order them. Do not 
assume they know, because the ma- 
jority do not. 

“I could go into lengthy details 
on legislation, but shall let you sub- 
ject me to floor questions later. 
From one of our most aggressive 
and broad-thinking groups of watch- 
makers come the following sugges- 
tions: 

“1. Stop ‘wet-nursing’ incompe- 
tent watchmakers. There is no ex- 
cuse for any material man’s having 
to decase a movement or remove a 
bridge to secure a sample to fill an 
order. Far too much time is lost in 
many ways because of improper or- 
dering of poor watchmakers or slov- 
enly habits of good ones. Time 
wasted this way must be paid for 
by charging higher prices to all. 
Over-the-counter cases should be 
treated the same as mail-orders, in 
cases of this kind, and the order 
held until proper information is re- 
ceived. 


“22. Standardize all material lists. 
We all know the evils of so many 
different systems. Some concerns 
have established material systems, 
sold heavily, and the watchmaker, 
not aware of what has happened, 
finds himself with systems he can- 
not fill from other legitimate houses. 
I have noticed, during my several 
years of travel, that this is an out- 
standing cry: ‘Why do not all dis- 
— use a standard material 
ist?’ 

“Here let me say, if your organ- 
ization will create and adopt a stand- 
ard list, the organization I represent 
will lend every assistance in pro- 
moting it and making it universal, 
not only among the practicing tech- 


- nicians, but in the horological schools 


as well. We will also help promote 
it through our official publication, 
The American Horologist and Jew- 
eler. 
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“3. Cooperation is needed between 
watchmaker and material men to 
secure identification marks on al) 
movements, to facilitate ordering. 
This ties in with the foregoing. 


“4. We suggest that the material 
men be represented periodically at 
guild meetings and at all schools 
teaching watchmaking, for the pur- 
pose of education and cooperation. 
We feel that the public relations as 
suggested will be mutually profit- 
able. Your business depends largely 
upon such relations. 


“We sincerely seek your cooper- 
ation and pledge ours. Between us 
we can give our industry two 
branches worthy of highest respect 
which, in turn, will better serve the 
consuming public which relies upon 
us both to time the world and our 
daily lives.” 


| Am Courtesy 


I am a little thing with a big 
meaning. I help everybody. I un- 
lock doors, open hearts, dispel preju- 
dice. I create friendship and good 
will. I inspire respect and admira- 
tion. Everybody loves me. I bore 
nobody. I violate no law. I cost 
nothing. Many have praised me, 
none have condemned me. I am 
pleasing to those of high and low 
degree. I am useful every moment 
of the day. I am courtesy. 


Birthstone for March 


The aquamarine, birthstone for 
March, is transparent and usually 
blue to sea-green in color. It is ob- 
tained from beryl crystals, which 
are long, prismatic, and very simple, 
consisting of prism and _ pinacoid. 
The greenish beryl from Brazil and 
Madagascar assumes the bluish 
color so highly prized in aquamarine 
when it is heated in an electric 
furnace to 450°C. 
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Costume Jewelry 98 a Year-Round Trade Puller 


OSTUME jewelry is worn at all 
hours of the day, with different 
types for business, street, sports, 
afternoon and evening wear, so, even 
though the individual sale does not 
amount to any great sum, the num- 
ber of accessories purchased by each 
woman, in the aggregate, make it a 
decidedly profitable line. 

The Boysen Jewelry Co., Long 
Beach, Calif., has handled costume 
jewelry for a number of years, the 
line carried now ranging in price 
from $1 to $15. They have discov- 
ered that most customers prefer to 
buy costume jewelry in a jewelry 
store, particularly when it is in- 
tended for a gift. During the holi- 
day season about 75 per cent of the 
items come in this category. The 
prestige carried by a gift in a jewel- 
er’s box is the reason for this pref- 
erence, so there is need of establish- 
ing a minimum figure at which a 
box will be furnished, and sticking 
to it. The jeweler can afford to do 
this in most cases, as this name box 
acts as an inexpensive piece of ad- 
vertising. Feminine sales personnel, 
to cater to feminine tastes, is espe- 
cially desirable. Men seem to have 
little success in selling costume jew- 
elry, even when it is a man who is 
making the purchase. 

Matching Pieces Featured 

The J. A. Gerber Jewelry Co., for 
60 years a St. Paul, Minn., quality 
firm, stocks one of the largest as- 
sortments of costume jewelry in the 
Northwest. Costume pieces are ar- 
ranged in related groups in the dis- 
plays—clips and pins in one section, 





bracelets in another, earrings and 
hair ornaments in a third, and so 
on. Sometimes sets of matching 
pieces are grouped together. White 
satin display units and open boxes, 
each containing one item, cover the 
floors of the long cases, with a large 
tiered unit in the center filled with 
costume jewelry, which is brought 
down to the floor of the case on 
each side. Glass-fronted wall cases 
behind the counters are also filled 
with the jewelry. These pieces are 
fastened on velvet squares which can 
be brought down individually for 
customer inspection. Ear clips and 
earrings are shown in a large as- 
sortment on a display unit on top 
of the case. The store averages a 
sale of 100 pairs of earrings a week. 
In many cases earrings are matched 
to pins, while others are correlated 
with other items of costume jewelry. 
Whenever a customer buys one ar- 
ticle, the salesman suggests other 
matching pieces to go with it, so 
the owner will have a smart match- 
ing ensemble. A window, facing on 
a street with heavy pedestrian traf- 
fic, is kept filled with costume jew- 
elry—hundreds of pieces. Earrings 
and clips are usually given the cen- 
ter of the display with other jewelry 
arranged around them. Newspaper 
ads, too, constantly play up the 
variety of costume jewelry to be 
found at Gerber’s. Prices range 
from $1 to $40, making it possible 
to satisfy practically every taste 
and pocketbook. Amusing gadgets 
are always popular. During the fall, 
birds of all types and jeweled flow- 
ers go well with fall suits. Oriental- 
ly inspired costume jewelry —the 
more magnificent the better—is 
liked for dinner frocks and long 
formal gowns. 
Appeal to Teen-Agers 

It is not only the larger cities 
that have success with costume jew- 
elry, for in Hannibal, Mo. (a city of 
less than 20,000) the Peterson Jew- 
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elry Co. does a $1,000-a-year busi- 
ness. A case just inside the door of 
the Peterson store is given over to 
colorful costume items, ranging in 
price from $1 to $10. A portion of 
one window is also given over per- 
manently to costume jewelry, to ap- 
peal to younger girls and others who 
ordinarily never enter a jewelry 
store. An especial appeal is made to 
girls of high school age. “We've let 
popular girls do most of our selling 
for us,” they said, by simply seeing 
that they wear plenty of our latest 
and smartest pieces. We did not fur- 
nish girls with free jewelry, but in- 
stead contacted six of the most pop- 
ular high school and junior college 
girls, one at a time. We asked them 
to stop in at our store, and asked 
their opinion regarding a number of 
different pieces of costume jewelry, 
for what occasions it would be most 
appropriate, and how much match- 
ing jewelry should be worn. Flat- 
tered by this confidence in their 
knowledge of sub-deb jewelry, they 
examined the entire collection care- 
fully, and in every case the girl 
found at least one piece which she 
admired—usually several matching 
pleces. As soon as they appeared on 
the campus or in the school room 
with their new acquisition, other 
girls wanted to know where they got 
it—and thus they became automat- 
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ically boosters for our line. From 
time to time we arrange special 
windows to attract the high school 
crowd. At the beginning of the fall 
school term the display bore the 
card, “Extra curriculars to make 
your school clothes individualistic.” 
On the floor, on billows of red vel- 
vet was the bust figure of a young 
woman with a gold necklace, and a 
matching bracelet in her hand. On 
the floor were many items of cos- 
tume jewelry. On a brown board, 
bordered. with gold paper, were 
many pieces of gold costume jewelry 
set with colored stones. 
Clock Gets Attention 


Up in Portland, Ore., everybody 
knows the big clock of Zell Bros., 
showing time around the world. 
They set their watches by the big 
standard time clock dial, around 
whose face are twelve smaller 
clocks, showing the time in the lead- 
ing cities of the world. This clock 
is a universal attention getter, and 
they cash in on it by displaying in 
the window where it stands any line 
they wish to publicize. Recently the 
window was given over to a show- 
ing of costume jewelry, displayed on 
black velvet squares in a very effec- 
tive manner. A number of small 
clocks were mingled with the jew- 
elry. 

The Nash Jewelry Co., Long 
Beach, Calif., features costume jew- 
elry every month in the year, one 
window being devoted permanently 
to this line. The setting is often 
changed to feature costume pieces 
as gifts for Valentine, Easter, 
Mother’s Day, June Bride and 
Christmas, while in the “off” sea- 
sons they call attention to costume 
jewelry appropriate for certain cos- 
tumes—such as formal, afternoon, 
sport, and business. In the fall they 
arranged a very attractive window, 
backed with yellow silk, with low 
fixtures draped with brown velvet. 
A scroll card suggested, ““To enhance 
autumn fashions —Costume Jew- 
elry.” Lapel pieces were hung on 
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Participate in This 
NEW Certification Plan! 


@ Whatever your present experience as a watchmaker, you 
are cordially invited to check your skill and obtain certification 
from the newly established U.H.A.A. Testing Laboratory. 
Located in mile-high Denver, Colorado, this new horological 
center offers the latest in equipment and instruments for check- 
ing any timekeeping device’s accuracy under all conditions. 
Staffed and supervised by several of the country’s most illus- 
trious horologists, watches submitted for examination are 
checked and graded to precision accuracy. 


@ created cooperatively by the officials of the various state 
boards now having laws governing watchmakers, this new ex- 
amination is a composite of the best features of all the state 
examinations. 


@ Much effort was expended to make the examination as 
simple to take and administer as possible. The fee, too, was fixed 
at as low a figure as the cost of supervising an examination, 
maintaining the testing laboratory, and administering the whole, 
would permit. , 





@ A portion of every fee is earmarked for an advertising and 
publicity fund. This will be used to publicize as widely as pos- 
sible the value and meaning of the U.H.A.A. certificate. It will 
have a meaning not only to fellow watchmakers, but to every per- 
son who enters your store or shop. 





@ There are no prerequisites for examination. It is hoped 
every watchmaker will avail himself of this opportunity to ob- 
tain a certificate! Fill out the coupon on the accompanying page 
and mail today for complete information and an application 
blank! 
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- Certificate of Proficiency - 
Testing Laboratory and Examining Board 
UNITED HOROLOGICAL ASSOCIATION OF AMERICA, INC. 
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Write TODAY for Information Leading to Your Certificate 


U.H.A.A. Testing Laboratory & Examining Board sas 
1549 Lawrence Street 
Denver 2, Colorado 


Please send me complete information and an application 
form for the U.H.A.A. proficiency examination in watchmaking. 


| ETE A SATS TR eT Zone........ Ee . 
Please check correct box: Watchmaker [_] Student [] 
If student, please indicate school...................-.-.-----------------csceceseeeeesoee+ 


Member of watchmakers’ organization or association?.................. 


Name of organization 
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the curtains. At one end were neck- 
laces and matched earrings, and at 
the other a horn of plenty, from 
which a mass of rings, clips, ear- 
rings and pins were spilling out. 
Down front was a large leaf of ster- 
ling silver. 

The window is the best method 
of advertising, as many who rarely 


Why a Train Conductor Always 


By F. N. Hollingsworth 


T may be news to many jewelers, 
and to the average watch owner, 
that many railroad conductors are 
not allowed to set their own 
watches. This rule applies also to 
other trainmen and those having to 
do with the operation of trains on 
schedule. 

Some of the major railroads have 
an official watch inspector located 
at the main terminal and it is his 
duty to repair and regulate train- 
men’s watches. They are turned in 
when the railroad man finds them 
running either slow or fast, or 
otherwise “acting up.” If the 
trouble requires time to eliminate, 
the trainman is issued a temporary 
timepiece, accurate on the split 
second, while his own is going 
through the works. 

There are other railroads—the 
Union Pacific, for instance—that 
have abandoned this ruling and now 
require only that conductors and 
engineers compare their watches 
with a standard clock in the term- 
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enter a jewelry store will stop to 
admire an attractive grouping of 
this line. In the early fall, LeRoys, 
Jewelers, Los Angeles, had a win- 
dow with a background of lavender, 
with a framed picture of The Little 
Church Around the Corner and The 
Wee Church of the Heather. Cos- 
tume jewelry of the highest quality 
was shown, with the card, “For the 
Fall Bride— Exquisite Jewelry to 
adorn her costumes.” They like- 
wise featured the new choker, “Sun 
burst pins complete in themselves, 
or doubly dramatic when worn 
pinned to a chain.” A complement- 
ing quarter page ad showed a cut 
of a girl with one of the chokers. 
and was captioned, “Design your 
own choker—pin different brooches 
to a slender master chain.” 
—William Bliss Stoddard. 


Has the Correct Time 


inal before leaving on a run. In- 
spectors may examine their watches 
at any time, though, and if the 
timepiece is not correct within 30 
seconds, the trainman is cautioned 
to have it adjusted immediately. 


On those roads adhering to the 
first rule, engineers, conductors, 
firemen, flagmen, and dispatchers 
must compare their watches every 
day with a standard clock. Each 
man must register in a book kept 
for that purpose that he has 
checked his watch. Before the 
train pulls out, members of the 
crew compare their watches for even 
a few seconds’ variation. 


The Boston & Maine Railroad, for 
one, requires all train service and 
maintenance men to carry watches 
which have been examined and certi- 
fied by one of 25 designated inspec- 
tors, who signed a certificate which 
must be filed annually with the su- 
perintendent of the division on 
which the trainman works. These 
groups must also bring their watch- 
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es to an inspector once a month for 
a checkup and possible regulation. 
No trainman is allowed to set or reg- 
ulate his own watch. If it is not 
running well it must immediately be 
looked over by a watch inspector. 
If, during the daily checkups they 
find a variation of more than 30 sec- 
onds a week they must bring the 
watch to the inspector even if they 
had visited him only the day before. 


The men have little green cards 
called “employees’ watch card cer- 
tificates” on which the inspector 
notes what is found at each month- 
ly inspection. At the end of the year 
these cards are turned in and new 
cards issued. Railroad men must 
carry them always, ready td show to 
any qualified official who asks to see 
them. 


The Boston & Maine allows its 
men to choose from four different 
American-made pocket watches. All 
must be 16 size. 





“I wish I could be sure she wasn’t 
marrying me just to get the discount.” 








TIMED, STYLED AND PRICED RIGHT 


No. 3 


@8%,L, 173 move- 
ment 


@ 10k solid Gold top, 
steel back 


@ Assorted Dials 


@ Beautifully 
strapped and 
boxed 


$17.75 





No. 25 


@ 5L 173 movement 
@ 14k Gold case 
@ 4 Genuine rubies 
@ Assorted dials 
@ Handsomely boxed 


$24.75 





No. 22 


e@ 5L 173 movement 

@ 14k Gold case 

@ 2 Genuine 
diamonds 


@ Assorted dials 
@ Handsomely boxed 


$24.75 





No. 875/N 

@ Nurse’s Watch 

@17 Jewel Swiss 
Movement 

@ Sweep-Second 
Hand 

~ Radium or Assort- 
ed Color Dials 

@ R.G.P. Case— 
Steel Back 


$15.75 





SEND CHECK, MONEY ORDER OR C.O.D. 
CREDIT TO RATED ACCOUNTS 
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GENUINE £4 


Genuine Peerless Chucks, made only by C. & E. Marshall Company, are as accurate 
as science and human skill can make them . . . the most accurate of all lathe chucks 
of this type. The production of these fine chucks demands ... and gets... the most 
careful and precise handling, including a thorough and rigid inspection of each chuck. 
Each genuine Peerless Chuck is drilled and lapped separately on special equipment 
by skilled craftsmen trained for this type of work. 


PEERLESS CHUCKS WILL FIT EVERY MODERN LATHE MADE IN THE U.S.A. 
EXCEPT MOSELEY, FOR WHICH WE MAKE SPECIAL CHUCKS. 
| 








The magni-photograph below 
shows the circle formed by drill- 
ing a Genuine Peerless No. 1 
Chuck. (This also illustrates the 
Genuine Peerless No. 2 Chuck.) In | 
this photograph, the segments are 
separated to show the circle en- 

larged many times. This circle is 
the secret of Peerless’ Chuck’s per- 
fect grip. It holds work true and 
rigid without marring when the y 
work is chucked correctly. | 








All sizes 1 to 80 
No. 39584 
Sizes 3 to 80....$2.00 
Sizes 1 & 2......$2.25 












When you use your lathe, be sure to use the right size Peerless 
Chuck. Do not force or over-tighten. To chuck correctly, place 
=~ Peerless Chuck in lathe head, insert stock iw) and turn 
the stock at least % turn before _———— tends to 
IMMEDIATE wipe clean specks of dirt or metal t might p to stock 
or chuck. If you chuck _— your PEERLESS or MOSELEY 

DELIVERY lathe will not run out of 


Box 7737 
Chicago 80, Ill. 
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INSIST ON GENUINE PEERLESS CHUCKS FOR YOUR PEERLESS OR PEERLESS 
TYPE LATHE. MANUFACTURED IN AMERICA BY C. & E. MARSHALL COMPANY 
Moseley Chucks (For Eg A Lathe Only) 


Sizes $2.25 
Sizes i wm EE EE EEO No 33417 = $2.50 


Offices in 
7 Principal Cities 
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THIS iS TO CERTIFY THAT 
JAMES L. HAMILTON 


HAS ATTENDED HIS FIRST CLASS IN THE 


Watchmaster Watchmakers Instructors Clinic 


ED TO THIS CERTIFICATE 


___CRLAHOMA CTY, OKLAHOMA 
a 


aster Watchmakers Insti, 
Institns, 
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This is the certificate 
awarded all school instructors 
who attended the first class in 
the Instructors’ Clinic in 
March. Other classes include 
students and apprentices. The 
third group to attend the In- 
stitute is the Watch-Master- 
Watchmaker class. 








Charlie Purdom Opens WatchMaster Institute 


By James L. Hamilton 


NDER the leadership of Charles 
Purdom, director, the Watch- 
Master Institute, Fidelity National 
Bank Building, Oklahoma City, 
Okla., opened January 7 for a four- 
day session for instructors in tim- 


ing from the various watchmaking 
schools in the country. 


The purpose of this school is to 
teach Mr. Purdom’s timing methods 
to the watchmaker, the student and 
apprentice watchmaker, and to the 
instructors in watchmaking schools 
who will in turn carry the story to 
their students. 

There are separate sessions for 
watchmakers, for students, and for 
instructors. At these sessions the in- 
dividual expresses his ideas, listens 
to the other men, listens to Mr. Pur- 
dom, sees the many visual aids 
(slides, charts, moving pictures), 
sees the subject in question demon- 
strated, does it himself, and comes 
away with the kind of knowledge 
he wants. No statements are made 
that can’t be proved or that aren’t 
proved to the satisfaction of all 
present. 


Mr. Purdom’s aim with the In- 
stitute is to bring about a standard- 
ization of ideas on the timing of 
watches to position rates, on both 
high-grade and commercial watches. 


The men attending the courses 
will be issued certificates showing 
that they have attended this phase 
of the course. The course for in- 
structors is divided into six phases, 
with a certificate awarded for the 
completion of each phase. It begins 
with commercial timing and ends 





A corner of Mr. Purdom’s office in the Fidel- 


ity National 
Okla. 


Bank Building, Oklahoma City, 








oler 





jel- 
ity, 
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Vv. B. Watson, of Dallas, Texas, is shown here 
(standing in front of the screen) talking to a 
group of local watchmakers and members of 
the Institute class. 


with scientific timing. Those com- 
pleting the entire course will be is- 
sued final certificates. 


At the instructors’ session, Jan- 
uary 7, 8, 9, 10, the following men 
were present: V. B. Watson, Dallas, 
Texas; Nicholas M. Schneider, di- 
rector horological department, St. 
Paul Vocational School, St. Paul, 
Minn. ; G. L. Swindle, Swindle School 
of Watchmaking, Dublin, Texas; 
Lyn B. Haskins, Southern School of 
Watchmaking, Memphis, Tenn.; 
Thomas E. Fry, director, horologi- 
cal department, Hardin College, 


Wichita Falls, Texas; Maxwell Gat- 
tings, Hardin College, Wichita Falls, 
Texas; C. R. Patterson, Poplar 
Bluff, Mo.; Joe Ashley, Shreveport, 
La.; and James L. Hamilton, Amer- 
ican Academy of Horology, Denver, 


Colo. 





E. Fry, V. P. Watson, Nichol M. Schneider, 
Lyn B. Haskins, Betty Adkins, secretary (speak- 
ing), Maxwell Gattings, James L. Hamilton, 
Charlie Purdom, C. R. Patterson, G. L. Swindle, 
and Joe Ashley. 





Le 


Mr. Purdom made it plain at the 
start that the men were to express 
their ideas and desires and the class 
was run accordingly. A monitor was 
chosen to coordinate the material 
covered, according to the progress 
of the class and the need of the men. 
Time was spent sharing views on 
teaching methods, aims of the in- 
dividual instructors in teaching in 
the horological schools. There was 
discussion of what the need in tim- 
ing instruction is at present and 
what it should and must include in 
the future, including visual aids, 
class and individual instruction and 
lectures. 


Mr. Purdom gave several lectures 
and demonstrations on his new 
formula for the rating of commer- 
cial watches, using the charts and 
slides made up to illustrate the sub- 
ject and the WatchMaster to prove 
the statements made. 

The instructors who attended 


WATCHMASTER WATCHMAKERS 





INSTITUTE 


TELEPHONE 2-5855 Fidetry Merene! Bank Buiding ORLAMOMA CITY. OKLA 





Student. Fron. 








Secrotary. Director 

















CHARLES PURDOM 
ORIGINATOR PUBLISHER correiomr eer COPYRIGHT Ownte 











H. W. Cruse (in light coat), president of the 
Oklahoma Board of Examiners in Watchmak- 
ing, is speaking to the Institute class. 

Seated around the table, clockwise: Thomas 
E. Fry, V. P. Watson, Nicholas M. Schneider, 
Lyn B. Haskins, Betty Adkins, secretary (speak- 
ing), Maxwell Gattings, James L. Hamilton, 
Charlie Purdom, C. R. Patterson, G. L. Swindle, 
and Joe Ashley. 


these classes expressed their en- 
thusiasm and appreciation for Mr. 
Purdom’s teaching, and were unan- 
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imous in stating that the watch- 
maker of today owes a great deal to 
him. 


Following is the class schedule for 
March, April, May and June. In- 
structors’ clinic: March 7, 8, 9; 
April 11, 12, 18; May 7, 8, 9, and 
June 6, 7, 8. Student-apprentice 
class: March 14, 15, 16; April 18, 
19, 20; May 20, 21, 22, and June 
18, 19, 20. WatchMaster-Watchmak- 
ers class: March 28, 29, 30; April 
25, 26, 27; May 28, 29, 30, and June 
28, 29, 30. 


WatchMaster -Watchmakers who 
have passed the 5-Position test, and 
the watchmakers who want to pass 
this test are invited to attend the 
last-mentioned class—also those who 
have passed the 5- and want to pass 
the 10-Position test. 


Anniversary Promotion (continued trom Page 58) 


to the retailer the Council will stress 
two important facts; namely (1) 
the wedding anniversary market is 
a year-round market, and (2) the 
market is large in size and worth 
systematic cultivation. 

A pre-war survey on marriages 
by months of the year bears out the 
Council’s assertion that wedding an- 
niversaries are year round events. 
That survey showed the marriages 
occurred by months in 1940 as fol- 
lows: January 6.1 per cent; Febru- 
ary 5.6 per cent; March 6.1 per cent; 
April 7.7 per cent; May 10.1 per 
cent; June 11.9 per cent; July 8.0 
per cent; August 10.1 per cent; Sep- 
tember 9.9 per cent; October 8.7 per 
cent; November 8.2 per cent and 
December 7.6 per cent. 

With respect to the size of the 
market, the Council will point out 
the fact that there are at least 36 
million married couples in the 
United States and that a conserva- 
tive estimate would place at least 24 


million of these married couples to- 
day in an economic position which 
would enable them to mark observ- 
ance of wedding anniversaries with 
giving of gifts. 

In commenting on the size of the 
market the Council will also point 
out that not all gift-giving for wed- 
ding anniversaries is limited to one 
gift. There are gifts from husband 
to wife and from wife to husband 


and gifts from members of the. 


family and from friends. This lat- 
ter point the Council feels is im- 
portant and can be made more im- 
portant as means of increasing the 
size of the Wedding Anniversary 
Market through promotional efforts. 

Also in commenting on the size of 
the market the Council will call at- 
tention to certain other findings ob- 
tained from its research efforts. 

One of these findings is concerned 
with the increased life span of the 
American people. On this subject 
the Council says: 

(Continued on Page 124) 
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Building Dedicated 
At W.P.HLI. 


ESTERN Pennsylvania Horo- 

logical Institute, Pittsburgh, 
Pa., was the scene of long-to-be-re- 
membered events on January 19 
when President William O. Smith 
fittingly recognized the work of 
Orville R. Hagans by dedicating the 
new Sheraden auditorium addition 
in his honor, as the organizer and 
founder of the United Horological 
Association of America. Mr. Hagans 
also received the degree of Master 
of Horology. 


Preceding the dedication cere- 
monies, Mr. Smith conducted Mr. 
Hagans on a tour around the school, 
pointing out with pardonable pride 
the $39,000 worth of WatchMasters 
which the school has for use of the 
students. Later, in his talk before 
the student body, Mr. Hagans spoke 
of the fine research laboratory con- 
ducted by Mr. Smith and compli- 
mented him on the exhaustive re- 
search he has done on the use of 
the WatchMaster. 


At the entrance of the Sheraden 
auditorium addition, Mr. Smith and 








W. O. Smith congratulates Orville R. Hagans 
for his work in the foundation of a united 
horological association. The portrait of Mr. 
Hagans hangs at the entrance of the new hall 
dedicated in his honor recently at Western 
Pennsylvania Horological Institute, Pittsburgh. 


Mr. Hagans were photographed 
standing near a large portrait of 
the latter, with the dedication 
plaque under it. 


Introducing the guest of honor, 
Mr. Smith spoke of Mr. Hagans’ 
work with the U.H.A.A. and the 
national recognition accorded watch- 
makers through this organization. 
Adding to the watchmakers’ pres- 
tige, he said, is the fact that the 
U.H.A.A. stands ready to assist the 
government in any way possible. 
During the war, both Mr. Smith and 

















President Smith 
entertained at din- 
ner following the 
dedication cere- 
monies. Around the 
table, from left to 
right: Harold Carft, 
Fred Gluck, James 
Trader, Phil Sommer, 
Stanley N. Armitage, 
Orville Hagans, W. 
0. Smith, Dr. H. D. 
Maxwell, W. O. 
Smith, Jr., Charles 
Metal, and Carl H. 
Anderson. 
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Mr. Hagans were called to Wash- 
ington many times to advise on 
horological matters directly con- 
cerned with the war effort. 

Mr. Hagans then acknowledged 
the honor of having the new build- 
ing, in the largest existing school 
of horology, dedicated to him. He 
went on to point out the great need 
for properly trained watchmakers 
and emphasized the fact that good 
jobs are available for students at 
the conclusion of their training. He 
then urged that a watchmakers’ 
Greek fraternity be former at W.P. 
H.I. It would be the third such 
‘chapter to be organized, he said. 

Speaking of organization, Mr. 
Hagans mentioned his desire to see 
watchmaking regain its former 
prestige. At one time, he recalled, 
only kings and queens and watch- 
makers were eligible to be buried 
in Westminster Abbey. 


President Smith, at these same 
exercises, spoke on the subject, 
“The Improvement of Watchmaking 
Through Research.” Through work 
in his own research laboratories, 
Mr. Smith has attained a position 
of national importance in the horo- 
logical field. He is state vice-presi- 
dent and technical adviser of the 
U.H.A.A., president of the National 
Horological Schools Association, and 
vice-president of the Pennsylvania 
Schools Association. 

On the same program, Fred 
Gluck, owner of a wholesale jewelry 
supply house, outlined the proper 
way to buy watch parts. He also 
mentioned the important role state 
licensing will play in the lives of 
jewelers. 

Dr. Maxwell, dean of W.P.H.L., 
also spoke—telling of the founda- 
tion of the school and recalling in- 
teresting incidents of his long as- 
sociation with Mr. Smith. 

Following the dedication, Mr. 
Smith entertained the party at din- 
ner. His guests included Mr. Hag- 
ans, Dr. Maxwell, Messrs. Ander- 
son, Metal, Trader, Sommers, Gluck, 
Armitage, and Bill Smith, Jr. 
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Turtles Spell and Sell 


| ae a solid month, four people out of 
every five passing the window display 
of Waterbury Jewelers, Grand Forks, N. 
Dak., stopped to look and exclaim. Not 
only did this window stop the passersby, 
but it held their interest! 

Backed by a conventional display of 
sterling, five awkward, sleepyeyed little 
turtles crawling about or on top of each 
other were the objects of attention. On 
each of their backs one of the letters of 
G-R-U-E-N had been painted. The pur- 
pose of this was explained on a large 
cardboard turtle behind their high-sided 
pan. 

The turtles were featured in a contest. 
The cardboard turtle explained that any 
observer finding the turtles in order of 
the word GRUEN merely stepped in the 
door, and motioned to the clerk posted at 
the front of the store. He registered the 
name for the drawing at the end of the 
month, which was for the grand prize of 
a Gruen watch. An average of six people 
qualified a week. 


The cost of this display was under $5. 
This included the turtles, the high-sided 
pan, turtle food, and the sign for the ex- 
planation. The turtles had to be fed only 
once a day; and a large stone in the 
center of the pan, for them to craw] on to 
dry off, kept them happy. 

For an inexpensive window display that 
will attract prospective customers and 
keep them looking, Waterbury Jewelers 
said they couldn’t beat this. 





These turtles lived in a jewelry store window for 
a month and every time they lined themselves 
up to spell G-R-U-E-N the first by-stander to 
notice it went into the store and registered for 
the drawing of the big prize, a Gruen watch. 
Result—fun for every y, new customers for the 
store, and a new wateh for the lucky winner. 








eler 


, Of 
lay 
N 


Not 
by, 


tle 





Sa? = a a 








MARCH, 1948 


Longines-Witinauer Watch Co. 
Experiments With Full Length 


Television Program 


On Thursday night, January 15, the 
Longines-Wittnauer Watch Co., Inc., pre- 
sented another in its series of experi- 
mental television programs. This current 
program was developed in cooperation 
with the Metropolitan Museum of Art in 
New York City and featured unique pres- 
entations of some of the world’s most 
honored art accompanied by the world’s 
most honored music. 


This feature was telecast from the Du 
Mont network studios at WABD in New 
York—and carried via coaxial cable to 
WMAR-TV in Baltimore and WTTG in 
Washington. 


The telecast took place during the semi- 
annual sales conference held by Longines- 
Wittnauer at the Ambassador Hotel. Five 
large screen television sets were installed 
in the Embassy Room of the Ambassador 
Hotel especially for this occasion. The 
program was viewed by members and 
guests of the Longines-Wittnauer organ- 
ization. It is significant to note that this 
has been one of the first multiple installa- 
tions of large screen television sets for 
use in one room. 


Gruen Begins 


Expansion Program 


The Gruen Watch Company, Cincinnati, 
has bought a 63-acre tract on which it 
plans extensive expansions to cost an esti- 
mated $3,000,000, Benjamin S. Katz, pres- 
ident, announces. 

The company will erect an office build- 
ing and two factories, with work to begin 
as soon as architects’ plans are approved, 
Mr. Katz said. One of the factories will 
be for the production of watch cases, with 
the other being for movement manufac- 
ture, he added. 


The land to which Gruen took title early 
in February is in Amberly Village, on the 
outskirts of Cincinnati. Gruen will be the 
only industry within the village, it being 
a rather exclusive residential section with 
homes ranging from $25,000 to $100,000. 
The village government passed special 
ordinances zoning the 20 acres in the cen- 
ter of the tract as “industrial,” with the 
43 acres around the perimeter remaining 
“residential.” The land was purchased at 
a cost of $140,000. 

The proposed buildings will give Gruen 
more than three times the facilities, both 
in office and factory space, than it now 
has in Cincinnati. 


PY 


Mr. Katz said that he has told the 
architects that Gruen wants buildings 
which will “still be modern in 1980, and 
which will make the Company’s new home 
one of the finest industrial establishments 
in the world.” 

All buildings will be at least 1,000 feet 
from the street on which the property 
fronts, with beautiful gardens and land- 
scaping along the approach. 

Several acres will be devoted to recrea- 
tional facilities for the Gruen personnel. 

All buildings will be air-conditioned 
with the latest in dust and humidity con- 
trol, lighting, sound-proofing, music sys- 
tems and other facilities in order to attain 
the very best working conditions possible, 
Mr. Katz reported. 

This expansion will give employment to 
many additional men and women, Mr. 
Katz said. He pointed out that movement 
production here, which is to supplement 
that of Gruen’s wholly-owned factory in 
Bienne, Switzerland, will create an added 
special need for highly skilled craftsmen. 

This general expansion of the com- 
pany’s facilities in Cincinnati is part of 
an over-all plan which is required because 
of the fact that for seven years the com- 
pany has been unable to produce suffi- 
cient watches to fill the demand of retail 
jewelers and consumers. Watches have 
been distributed to jewelers on quota basis 
since 1941, Mr. Katz said. 


WatchMaster Goes 
National on Service 


American Time Products, Inc., manu- 
facturer of the WatchMaster watch-rate 
Recorder has instituted a nation-wide 
service system enabling all users to ob- 
tain machine service in their immediate 
locality. Approximately 20 such centers 
have already been established. They are 
now tooled up, have been thoroughly in- 
structed and maintain adequate stocks of 
parts. 

C. H. Fetter, president of the company, 
said, “The inauguration of this nation- 
wide service plan is another step in our 
efforts to make the WatchMaster of ut- 
most value to the user. There are thou- 
sands of our earliest users who still have 
had no reason to avail themselves of such 
service. Still, a stylus can wear down, a 
tube can burn out and the WatchMaster, 
like any other mechanical instrument, can, 
through the years, require overhauling. 

“With our new system, every section of 
the country is close to one of our service 
centers. This plan promotes utmost econ- 
omy, the elimination of heavy transporta- 
tion charges and minimizes the time dur- 
ing which the WatchMaster is out of use.” 





and J. O. Trader. 


C. &. E. Marshall Co. Holds Annual Sales Meeting 


During the week of January 3-10, 
C. & E. Marshall Co. held its annual sales 
meeting at the general offices in Chicago. 
For the first three days of the conference, 
the six district sales managers of the 
company met with the president, J. K. 
Marshall, and home office sales force to 
discuss events of the past year and future 
sales plans. Also, during these three days, 
department managers were allotted time 
to explain the scope of their jobs and 
what their plans for 1948 would be. After 
each talk, the district sales manager and 
executive sales force asked questions of 
the speakers, and commented on the talks 
they had just heard. In each case, parlia- 
mentary procedure was followed to give 
each person an opportunity to join the 
discussion. 




















@ Here are shown district managers and executive sales force of the C. & E. 
Marshall Company. From left to front, clockwise: Frank A. Thomas, Harold F. 
Apple, J. I. Griffith, J. K. Marshall, Jack Marshall, Paul H. Dunn, A. H. Pisahl, 








One of the most interesting features of 
these meetings was the recording of all 
speeches and comments on the company’s 
wire recorder. Microphones were placed 
on the table in the conference room to 
record the complete proceedings. The 
transcribing of these comments will give 
the company a permanent record of every- 
thing that went on at the meetings. 

The latter half of the week was given 
over to those members of the company’s 
sales staff who were in attendance at the 
meeting. They came from every section 
of the country to discuss plans with their 
respective district managers and with the 
executive sales staff. The welcoming 
speech was delivered by the president of 
the company, then the men were, separated 
into groups to be escorted throughout the 
general offices and fac- 
tory. Some of the sales- 
men saw the new ex- 
ecutive offices for the 
first time, since they 
were just completed in 
1947. Everyone enjoyed 
his stay in Chicago 
and felt that the sales 
meeting was a com- 
plete success. 


Part of the sales force of 
Cc. & E. Marshall Company 
in attendance at the annual 
sales conference at the 
general offices in Chicago. 
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The perfect oil at the time of application 
AND IT STAYS THAT WAY 


FULCRUM OILS 


Fulcrum oils can't become gummy and stringy with age or low 
temperatures; their high flash point (560° F) prevents evaporation 
at any temperature. These oils are light enough to flow into pivot 
holes—heavy enough to STAY THERE. Acid-free Fulcrum oils pre- 


vent acid- blackened Givet points. 
Jobber Has It or Can Get It 


FULCRUM OIL co. Franklin, Pa. 


Watch Oil—Bracelet Watch Oil—Clock Oil—Chronometer Oil 
(Established 1912) 











SOL GOLDWASSER 


(Formerly J. J. Schmukler & Son Watch Materials) 
133 Canal Street Telephones: WAlker $-1484—5-1485 New York 2, N. Y. 
Watchmakers’ and Jewelers’ Supplies and Tools 
DIRECT DISTRIBUTOR OF 


ELGIN e WALTHAM e HAMILTON e@ ILLINOIS 
GRUEN © LONGINES-WITTNAUER © WATCH MATERIALS 








WATCH REPAIRING 


National Shortage 


MEN and WOMEN 


Learn Watchmaking at 
THE KENTUCKY SCHOOL OF TRADES 








Incorporated 
ENROLL NOW 
107 S. 3rd—At Main—Louisville, Ky. Clay 0960 
The B. & M. 
Hairspring Vise 
Pat. Pending 


Holds hairspring cov 
rigid and vertica 
while removing kinks 
or bends. 

Made in two sizes 
No. 1 for pocket size 
No. 2 for wrist watch 

(Pays for itself by 

straightening four 

springs.) 


MEYER MFG. CO. New Low Price 











3911 N. Figueroa Los Angeles 31, Calif. $3.75 Each 
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A DEPENDABLE LATHE... 


for Watchmakers .. . Designed 
and Built by Watchmakers 





Patent Applied For 


2-chuck combination with S$ 50 
motor and rheostat. 


List Price 


D ependable lathes are the product of a long search for perfection in 
lathe design. As practicing watchmakers to the trade, we have spent years 
testing and improving our lathe under tough every-day conditions in our own 
shop. The result of our efforts is a practical, always dependable lathe... 
offered to you at a price within reason. Dependable lathes carry the customary 
factory guarantee. 


bD ependable Lathe Features 


@ Cast aluminum alioy construction ... a light, durable alloy, that 
absorbs vibration easily, assures constant precision and smoothness of opera- 
tion. 


@ Specially designed 115 volt AC-DC motor, developing 1/15 horsepower 
at 4500 RPM mounted on the ways of the lathe . . . no belts or pulleys required 
. . . vibration and the 40% loss of power caused by pulleys are eliminated. 


@ Chucking collar and T-rest made of stainless steel—are rust-proof and 
long-wearing. 


@ Dependable lathes take standard W.W. and'most other chucks. 
Write for Descriptive Literature . . . Give the Name of Your Regular Jobber 


DEPENDABLE WATCH SERVICE 


168-05 Jamaica Avenue Jamaica 3, N. Y. 
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By Orville R. Hagans and D. L. Thompson 
Clock Repairing—Lesson 8 
(Continued from February, 1948) 

60. DEAD-BEAT ESCAPEMENT 

Fig. 3 shows the design of the 
Graham dead-beat escapement, 
which is said to be the most perfect 
of pendulum escapements so far de- 
vised. In this escapement, the pal- 
let locking faces are made concen- 
tric with the pallet center, as shown 
by the pallet-path circles a, a’ and 
b, b’, in the drawing, and there is 
no recoil of the escape-wheel. 
Otherwise, the design is the same 
as that of the half-dead escapement 
shown in Fig. 1, and the action is 
the same in every way. 

The student should secure a set 
of drawing instruments; a drawing 
board of about 20x26 inches in di- 
mensions; a T-square; a 45°-90° 
square; and a protractor, which is a 
brass, or celluloid, semi-circle di- 
vided into degrees, and make a 
drawing of this escapement, so that 
he will acquire a good understand- 
ing of escapement design and action. 
If the student can draw and under- 
stand the action of this escapement, 
he should have no difficulty in 
drawing and understanding the ac- 
tion of any other escapement. 

A good grade of white drawing 
paper should be used, and after mak- 
ing the drawing with a 4H lead 
pencil, the drawing should be inked 
in with black drawing ink, so that 
all unwanted construction lines can 


be erased with an artgum eraser to 
make a clean-cut drawing. 
Referring to Fig. 3, the laying 
out of the escapement is done as 
follows: Select a center distance of, 
say, 15.24 cm (6 inches) and draw 
the center line AB. From a, as a 
center, lay off angles of 45° on each 
side of the line of centers, and draw 
the lines AC and AD, as shown. 
From B, as a center, draw a circle 
tangent or touching the lines AC 
and AD, which will describe the cir- 
cumference of the escape-wheel. 
From B, draw the line BE through 
the point of tangency of the wheel 











34 


circle and the line AC, and then 
draw the line BF through the point 
of tangency of the wheel circle and 
the line AD. The lines BE and BF 
form an angle of 90°, which is the 
span of the pallets, and embraces 
714 teeth of a 30-tooth escape- 
wheel. 

In this escapement, the drop of 
the wheel is to be made as small as 
practicable, which is 14°, and con- 
sidering the points of the wheel 
teeth as having negligible width, 
the paliets can remain in contact 
with the teeth for 514° of the re- 
maining half-space of 6°, between 
the teeth. When the ends of the 
teeth have considerable width, the 
width of the pallets must be reduced 
accordingly. 

In the circular form of the pallets 
shown, the angular width is to be 
divided equally to the right and left 
of the lines BE and BF. From B, 
lay off angles of 23/4,° to the right 
and to the left of the lines BE and 
BF and draw the lines BG, BH, BI 
and BJ as shown. From A. draw 
the arc of a circle a, a’ through the 
points of intersection of the lines 
BH and BI and the wheel circle, 
then the arc of a circle b, b’ through 
the intersections of lines BG and 
BJ and the wheel circle. These are 
the circles in which the locking 
faces of the pallets move, and are 
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called pallet-path circles. From B, 
lay off an angle of 14° to the right 
of the line BI, and draw the line 
BK, to indicate the drop. 


The drop-lock is also to be made 
as small as practicable which is 14°. 
From A lay off angles of 14° to the 
right of the line AC, and to the left 
of the line AD, and draw lines AL 
and AM, as shown. 


In long pendulum regulators and 
precision clocks, the are of vibra- 
tion of the pendulum is made as 
small as practicable, to reduce the 
effect of thickening oil on the pal- 
lets, and the bob is made quite 
heavy, to reduce the effect of wind 
resistance on its vibrations. If the 
clock is of the highest-grade con- 
struction, the impulse may be not 
more than 114°. 

From A, lay off angles of 114° to 
the right of lines AL and AD, and 
draw the lines AN and AO. The 
impulse face of the entrance pallet 
is then to be formed by a line drawn 
from the intersection of lines AL 
and BH to the intersection of lines 
AN and BG. The impulse face of 
the exit pallet is formed by a line 
drawn from the intersection of 
lines AD and BI to the intersection 
of lines AO and BJ. Lines pro- 
jected from the pallet impulse faces 








CUCKOO BELLOWS 


All Sizes, 2 to 6 Inches. Wooden Tubes, French $9. 
Kidskin, Quails or Whippoorwills. 
Money Back Guarantee if Not Satisfied...................... 00 








702 Coney Island Ave. 





* YOUR BELLOWS RELEATHERED 
§2.00 a Pair 


CUCKOO CLOCK MATERIAL 
Hands, Weights, Dials, Chains, Birds, Numerals, 
Hand Nuts and Hand-Carved Pendulums 


RALPH HERMAN CLOCK HOUSE 


Brooklyn 18, N. Y. 
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Two Points for Consideration... 


1 . For Today's Jeweler 


If you are anxious to staff your re- 
pair department with only the most 
finely trained watchmakers, we sug- 
gest waiting for an American Acad- 
emy of Horology graduate. They are 
worth waiting for. 


7: For the Future Watchmaker 


Until further notice, as many as fifty 
students per month are being accepted 
for classes. 
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2 American Academy of Horology 

a 1549 Lawrence Street Denver 2, Colorado 
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ANNOUNCING THE 


sk CANNON PINION TIGHTENER 





PENDING 


ONLY 


$2.95 


AT YOUR JOBBER 


© mirror-chrome finish 

® precision-made 

e exclusive lock-screw feature 
The J & R tightener accommodates cannon pinions of all 
sizes (open and closed) . . . eliminates all danger of split- 
ting or cracking the pinion .. . saves you time, money, 
and headaches. Order a J & R cannon pinion tightener 


from your jobber today. 
JOBBERS 


| & Manufacturing 


Company 


1 West Prospect Avenue Mt. Vernon, N. Y. 
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should form tangents to a common 
impulse tangent circle, c, c’, drawn 
from A, in this construction. 

The lever may then be drawn as 
shown, or to a shape that suits the 
fancy of the designer, the length of 
the pallets being such that, should 
they be moved in between the teeth 
of the wheel to the extent that they 
touch the back of a tooth, the body 


of the lever will not touch the point 
of the tooth. 


Having drawn all the layout lines 
and the lever, the spacing of the 
wheel teeth should now be done, 
starting at the intersection of the 
line BH and the wheel circle, where 
one of the teeth is locked. The 
space between two teeth, or the 
pitch of the teeth of a 30-tooth 
escape-wheel is 12°. The spacing 
may be done with a protractor, but 
more accurately with a pair of di- 
viders. To start, lay off an angle 
of 12° to the right of the line BH, 
as shown. Adjust the points of the 
dividers to this angle, on the wheel 
circle, and divide the circle into even 
spaces all around. If these spaces 
do not come out even, the dividers 
are to be opened or closed, as re- 
quired, and another division of the 
circle made, and so on, until the 
spaces come out exactly even, after 
which the spaces are to be marked 
with the points of the dividers just 
sufficiently to be easily seen. 

The length of the teeth can be 
conveniently taken as equal to the 
pitch, and the width of that portion 
of the wheel that supports the 
teeth, which is called the web, taken 
as equal to 14 the pitch. These 
measurements are to be marked in- 
side the wheel circle, on the center 
line, and circles drawn from B to 
mark them all around the wheel. 
The front of each tooth is to be cut 
to an angle of 12° to the radius of 
the wheel, so that only the tip of 
the tooth will contact the pallet in 
locking, and the back of each tooth 
cut to an angle of 30° to the radius 
of the wheel or 18° to the front of 
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Lathes—Staking Tools ERE 


ELPH| 
WATCH th 


730 SANSOM STREET 
PHILADELPHIA 6, PA. 
DEPT. B 


507, PRE-INVENTORY 
SALE 


IMMEDIATE DELIVERY 






NOW 


$15.00 


Refills $2.00 
Per Dozen 


EBAUCHE SWISS STAFFS 


One gross assorted BULOVA — GRUEN — 
BENRUS — A. SCHILD — ETA — FONT — 
PESEUX and FLEURIER models. 72 most 
popular numbers, packed 2 to a bottle, in 
sturdy wood case. Case includes chart 
with metric gauge for each number staff. 
Originally $30.00. Order by number 4410. 


STEM ASSORTMENT 


One gross assorted BU- 

LOVA - GRUEN - BENRUS $ . 

- A. SCHILD - ETA - FONT 

- PESEUX and FLEURIER Refills $1.50 
models. 72 most popu- Per Dozen 
lar numbers packed 2 to 

a bottle, in sturdy wood case. Case in- 
cludes chart for interchanging models. 
Originally $24.00. Order by Number 3410. 


25% With Order—Balance C. 0. D. 
If Not Rated 


Leather Watch Straps 
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REDUCE 
OVERHEAD 


Used Watch Material 
for American Watches 


Clean and Perfect 


ELGIN 
WALTHAM 
HAMILTON 

ILLINOIS 
ROCKFORD 
HAMPDEN 

HOWARD 

SOUTH BEND 
NEW YORK 
STANDARD 
CROWN 
COLUMBIA, ETC. 


Wheels, balance complete. 
Winding and setting parts. Set 
jewels, plates and dials. Hands, 
screws, bridges. When ordering 
specify size, grade and number 
of jewels or send sample. 


Joseph L. Margulis 


Room 200 
Washington Square Bidg. 
700 Chestnut St. 
Philadelphia, Pa. 














The American Horologist and Jeweler 


the tooth. From the intersection 
of the lines AC and BH, lay off the 
angles of 12° and 18° to the left of 
the line BH, and draw the lines 
shown. From B, draw circles tang- 
ent to the lines just drawn, these 
circles being drawn for convenience 
in drawing the fronts and backs of 
the other teeth, so as to have them 
all uniform. Lines are now to be 
drawn from the spacing or pitch 
marks of the teeth on the wheel 
circle and tangent to the circles just 
drawn, to outline the teeth. Only 
the portion of these lines that 
reaches from the wheel circle to 
the construction circle, which was 
drawn to measure the length of the 
teeth, need be drawn. 


The diameter of the center sec- 
tion of the wheel is made of the 
same diameter as that of the pinion 
on which it is to fit, or a little 
larger, and, having selected this di- 
ameter, a circle is to be drawn from 
B to describe it. There are usually 
five spokes in the wheel, these be- 
ing made to reduce the weight of 
the wheel, as much as possible con- 
sistent with strength and rigidity, 
to reduce the inertia of the wheel or 
its resistance to getting into motion 
quickly, and also to prevent the 
wear of the teeth and pallets which 
would result from the momentum of 
a heavy wheel when it was brought 
to a sudden stop. 

The spacing of the spokes may 
be marked with the protractor, or 
with the dividers, and radial lines 
drawn to the construction circle 
which was drawn to mark the posi- 
tion of the inner edge of the web of 
the wheel. The width of the spokes 
where they meet the web is usually 
one-half the length of the teeth or 
pitch, and the width where they 
meet the center section circle about 
six-tenths of the pitch. These 


widths are to be marked off with 
the dividers on each side of the 
radial lines drawn to mark the spac- 
ing of the spokes, on the construc- 
tion circle drawn to mark the inner 
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edge of the web and on the center 
circle, and the spoke outlines are 
drawn, as shown. 


This escapement is used in ob- 
servatory clocks, regulators, and in 
hall or grandfather clocks, all of 
which have long pendulums. When 
the movement is well made; the es- 
capement closely adjusted; properly 
oiled; and provided with a tempera- 
ture compensated pendulum, which 
will be explained in the next article, 
it can be very closely regulated. 


(To Be Continued) 


Adelsheim Gives Industry 
Advice to Retailers in 
Denver Meeting 


OMPLETING a swing around the west- 
ern half of the country, Maurice 
Adelsheim, president of the American Na- 
tional Retail Jewelers association spent 
two recent days in Denver. Accompanied 
by his wife, and their Denver host, U.H. 
A.A. Secretary O. R. Hagans, they visited 
a number of the city’s leading retail jewel- 
ry stores. 


As guest of honor and featured speaker, 
he addressed a dinner meeting of Denver’s 
outstanding retailers at the Hotel Cosmo- 
politan February 3. Following the ban- 
quet, Chairman Hagans introduced Presi- 
dent Adelsheim who addressed the group 
on the subject, “Problems of the Jewelry 
Industry.” 


Mr. Adelsheim opened his speech with 
comments on the general problems facing 
businessmen today, touched on the tre- 
mendous task of supporting the Marshall 
Plan and facing the resulting high prices 
and high taxes in this country. “Neverthe- 
less,” he said, “we are sure that the Mar- 
shall Plan and all that it will cost us is 
cheaper than war and the lives of our 
children . . . what we would like from 
Washington is a more understanding and 
cooperative attitude toward the needs of 
small business . . . a larger opportunity 
of working with government to control 
the problems of inflation.” 


Predicting more inflation for 1948, Mr. 
Adelsheim stated, “It seems reasonable to 
assume that 1948 will see a continuance of 
record employment, record wages, record 
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LET US SOLVE YOUR 
SERVICE PROBLEMS 





@ Hairspring Vibrating 

@ Dial Refinishing 

@ Crystal Fitting 

@ Permo-Seals Fitted 

@ Round Crystals 

@ Cases and Dials Supplied 
@ Watch-Strap Sewing 

@ Jewel Fitting 

@ All Work Guaranteed 





Authorized Distributors of Genuine Lon- 

gines, Elgin, Gruen, Benrus and other 

Watch Materials . . . Jewelers Supplies, 
Findings, and Tools 


WATCHMAKERS ALUMINUM 


x TECH-BENCH > 











10-Day Delivery $69.95 
KRIEGER & DRANOFF 


Jewelry and Supplies 
10 West 47th St., New York City 19 


MAIL ORDERS PROMPTLY FILLED 
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production, and record savings and in- 
come. This inevitably means continued 
high jewelry volume ... People will con- 
tinue to complain about prices and will 
keep right on spending freely.” Even if 
volume in jewelry sales should fall some- 
what, he said, the industry will still have 
the second or third best year of its history, 
and most jewelers would be happy to 
settle for that indefinitely. 


Mr. Adelsheim here mentioned some re- 
cent advice to businessmen provided by 
President Truman’s Council of Economic 
Advisers. The five points outlined were: 
1. Exercise caution in building inventories. 
2. Hold off building plans until prices 
come down rather than climb on the ex- 
pansion bandwagon without regard to 
costs. 3. Sweat out more of the business 
costs lurking in loose management. 4. See 
that prices include only a profit margin 
that provides no more than health growth. 
5. Extend credit conservatively. 

Speaking of specific problems confront- 
ing the industry, he first outlined the jew- 
eler’s position in regard to the tax struct- 
ure. The jewelry excise tax, he said, must 
be eliminated, and the Jewelry Industry 
Tax Committee has been working diligent- 
ly toward this end. “It has decided to put 
its total efforts behind the elimination of 
the full 20 per cent excise tax, and if 
complete repeal proves impossible, to then 
work for a 10 per cent reduction .. . It 
will call for the united effort of all jew- 
elers, as well as the complete cooperation 
of every segment of our industry.” 

Several resolutions approved by the 
National Convention were touched on by 
Mr. Adelsheim. The first one concerns 
watch guarantees, calling upon suppliers 
and maufacturers to place on all watches a 
90-day factory guarantee label effective 
from date of sale to the customer. 

Another resolution asks manufacturers 
to restore traditional gross and cash dis- 
counts. “It is the opinion of at least one 
important manufacturer,” he said, “that if 
silver prices should stabilize at around 60 
cents per ounce, the factories will then 
feel reasonably secure in considering re- 
storation of traditional discounts.” 


The third resolution deals with trade di- 
version and in particular with the sale of 
jewelry in military stores. The Committee 
is working to secure the cooperation of 
Service Heads in correcting this practice, 
Mr. Adelsheim said, and failing this will 
begin an intensive campaign to secure re- 
medial legislation. 

Research work in the industry will be 
restored, Mr. Adelsheim stated. The mar- 
keting and management counseling firm 
of Alderson & Sessions of Philadelphia 
will conduct a study of distribution costs 
in retail jewelry stores, and will also an- 
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alyze the competing operations of depart- 
ment stores, credit stores, house-to-house 
distributors, mail-order houses, and whole- 
sale retailing. 

In conclusion, Mr. Adelsheim advocated 
aggressive promotion through intensive 
advertising and intelligently planned mer- 
chandising programs to offset the en- 
croachments of competitive selling. 

President Adelsheim invited questions 
and floor discussion after delivery of his 
formal address. A wide variety of ques- 
tions embracing the Babson Investors Syn- 
dicate, JIC, house-to-house sale of silver- 
ware, and 90-day guarantee of watches 
was asked President Adelsheim. 

He was also asked if the withdrawal of 
the Gruen Watch company as an exhibitor 
in the ANRJA and NACJ conventions in 
protest to the established custom of two 
separate annual shows which inany ex- 
hibitors regard as a duplication, had ad- 
vanced the merger of the organizations. 
President Adelsheim stated that it had not, 
and that the only appreciable effect his 
organization had observed was the result- 
ant scramble for the released Gruen space. 

As a possible compromise solution, he 
said that he and the other members of the 
ANRJA executive board were considering 
the possibility of both organizations hold- 
ing their annual meetings in the same city 
and same hotel. In a plan of this nature, he 
continued, the exhibitors could buy space 
for one week’s time, and exhibit for one 
organization the first part of the week and 
the other the latter part. 

This would save displayers considerable 
in time and transportation, he stated, but 
permit both organizations, most of whose 
interests, with a few exceptions, are quite 
dissimilar, to meet separately. 

He emphasized that this was merely an 
idea which would receive official attention 
later in the year. 

Prominent among the guests were: Cy- 
rus Allen and Cyrus Allen Jr., of the 
Bohm-Allen Jewelry Company, Al Long, 
Denver Jewelry wholesalers, Mr. and Mrs. 
Thompson of the Thompson Jewelry com- 
pany and Mrs. A. King, manager, of the 
O. R. Hagans Jewelry store. 


Denver Gift Show in March 


The Allied Exhibitors, Los Angeles, 
have announced that the Denver Gift & 
Jewelry Show is scheduled for the Hotel 
Albany, Denver, Colo., from March 7 to 10. 
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OILS—SOLUTIONS—CEMENTS 





18132 18130 18129 
BRACELET CLOCK WATCH 
WATCH OIL OIL OIL 


WaLSD Oils 


Marco Oils are the same high quality 
oils as before the war and are guaran- 
teed to satisfy or your money returned. 
They will not evaporate. A tempera- 
ture of 160 degrees will not affect 
Marco Oils. 


Marco Oil mixed with nitro, or any other 
acid will not decompose or make any 
acid product. Will not oxidize brass or 
any other metal. 


18133 18134 
LARGE SIZE HALL and TOWER 
CLOCK OIL CLOCK OIL 


Per Bottle 40c Per bottle 40c Per Bottle 40c Per Bottle 50c Per Bottle 60c 
Per Dozen $4.00 Per Dozen $4.00 Per Dozen $4.00 Per Dozen $5.00 Per Dozen $6.00 











PEERLESS Solutions 


@ HAVE EXTRA STRENGTH 
@ LAST LONGER 
@ CLEAN BETTER 


Order a can of Peerless solution and of Peer- 
less rinse, compare them with other solutions 
sold for the same purpose no matter how high 
priced. If you are not fully convinced that 
Peerless solutions are superior, return the un- 
used portion and the full purchase price plus 
postage will be promptly refunded. Peerless 
solutions will not rust or scratch watch parts. 
Guaranteed non-inflammable. 


Watch Cleaning 
Solution 


Quart 75c 
Gal. $2.50 


Special Rinsing 
Solution 


18489 QOts. 75¢ 
18489A Gal. 
$2.50 


Gummed Oil 
Solvent 
No. 18490 


Can 50c 











Crystal 
Cements 


With 
Needlepoint Tube 














Quick Tite, No. 18065............................ 35c 
Weld-It, No. 18066 

Ce, Bie. BE nnn escs cs cescseenenecd 35c 
Permatex, No. 18067 35c 


This new tube has a hypodermic needle end 
through which the cement is applied to the 
bezel in just the right quantity. Gives a 
neat, even, permanent, dust proof job. No 
smearing, spilling or oozing out at edges. 
There is no wasted cement. Well known to 
watchmakers and jewelers as the best ce- 
ments available. 


C. & E. MARSHALL CO. 


Box 7737 Chicago 80, and Principal Cities 
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wholesale distributors 


It pays to deal with a specialized, 
experienced distributor. For years we 
have been servicing leading New York 
jobbers . . . supplying them with cases, 
dials and movements as they need them. 
With our new mail order department 
ready for action, we can now take on 
additional accounts. 


Watch Cases 


Ladies’ lapel, plain-wrist and bracelet 
cases. Gents’ cases for all move- 
ments, including pocket sizes. Fourteen 
carat gold, Gents’ yellow or pink. 
Ladies' white, yellow or pink cases— 
plain, or with rubies and/or diamonds. 


Watch Dials 


Rhinestone, Ruby Dot, Yellow Dot 
and plain... all colors, shapes, sizes. 
18 Kt. Gold applied dot Dials for 5 
Ligne, 5'2 Ligne and 8% Ligne Gents’. 
Diamond Dials available for 8% Ligne 
Gents’. 


Movements 


5L 976 AS, 5%L 1012 AS, 6x8L 120 
Font, 8%L 970 AS, 8%L 1180 AS 
Sweep Sec. 8x9 170 FEF... 10‘AL 
and 11'2L movements are also avail- 


able. 











OUR 1948 CATALOGUE 
WILL SOON BE READY FOR 
DISTRIBUTION 





Rubin & Co. 


11 John St. New York 7, N. Y. 
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Nugget Jewelry Is Popular 
In Alaska 


By Thomas Ashbrook 

HE Alaskan jewelry industry is 

dominated at present by the 
manufacture of nugget jewelry. 
These distinctive pieces are pro- 
duced from the raw gold mined in 
the territory, and are bought by 
tourists and residents as souvenirs 
of Alaska. Because of this fact, the 
jewelry manufacturers seldom send 
their products “outside,” but try to 
keep the sales localized, thus creat- 
ing a purely Alaskan product from 
start to finish. 

Although principally Alaskan to- 
day, the jewelry was first made in 
California during the rush of ’49. 
It came to the Territory when gold 
was discovered, and was first pro- 
duced in the Yukon region. There 
was a demand for watch fobs, stick- 
pins and other pieces made from the 
larger nuggets. But when jewelers 
bought a poke of gold, there were 
many nuggets and gold dust too 
small to be used. This created a 
problem whose solution resulted in 
the present-day product. 

The manufacture of the jewelry 
is a simple operation. A piece to be 
covered with nuggets is cut to the 
desired shape. An alloy of gold is 
used as the base when the product 
is to be partly covered, and silver 
is used if it is to be covered com- 
pletely. Since the base of a com- 
pletely covered object plays no part 
in the beauty of the piece, the 
cheaper metal is used. The small 
nuggets are then soldered or welded 
to the base, using a ten-carat solder. 
This forms a permanent bond from 
which the nuggets seldom loosen. 
The finished piece has a rough or 
rugged appearance which makes it 
an appropriate souvenir of a pioneer 
country. 

The art of the process lies in the 
creation of a design. The field of 
designs is unlimited and new ones 
appear every day. Jewelers are con- 
stantly searching for new ideas for 
designs. 
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Mr. Coleman invites your questions. If your 


please enclose a self-addr 


A 
Question and Answer 


Department 
by J. E. Coleman 
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question requires a direct answer, 

, Stamped envelope. It is impossible through cor- 
lence to give valuations of antique timepieces, and questions of this nature 
cannot be answered. 





Dear Mr. Coleman: 

Recently I repaired an old clock. All 
wheels, with the exception of the escape, 
are made of wood and the pinions are 
made of metal. This clock strikes the hour 
and the weights control both time and 
strike. Running time is 30 hours. It was 
manufactured by Daniel Pratt, Jr., Read- 
ing Mass., and the date is 1840. Can you 
give me any information as to the history 


of this clock? 
S. T. Sherwood, 
Watertown, Mass. 


Dear Mr. Sherwood: 

I regret that we cannot supply any 
history on this particular clock. Mrs. 
N. Hudson Moore’s list does not give 
“Daniel Pratt, Jr.” at all. However, she 
does list “William Pratt & Brother, at 
14 Hanover Square, Boston, 1847.” This 
is the only Pratt listing she gives. 


Wallace Nutting’s list gives four Pratts: 
the one Mrs. Moore lists, plus Phineas 
Pratt, Saybrook, Conn. (no date); Daniel 
Pratt, Jr., Salem, Mass., 1839, and D. Pratt 
& Sons, Boston, 1849. 


You do not state whether or not the 
clock in question is a “long case” or shelf. 
However, I feel pretty sure that it is a 
“shelf” clock, as I’ve never seen a 
long case “Daniel Pratt.” Wooden move- 
ments were not produced after 1837 (at 
least not in quantity) and since this maker 
made several of them I’m sure that Nut- 
ting’s 1839 date is a couple or three years 
off. I note that you give a date of 1840. 
It’s a pretty fast rule that these clocks 
were never dated. Is this date aetually 
printed on the label or written in? 


Mrs. Ralph M. Robinson, 38 Edson 
Street, Longmeadow, Mass., is compiling 
history and data on Massachusetts clock- 
makers, and is therefore most likely to be 
the person possessing the greatest amount 
of data, and the most accurate, on the 
“Pratt’s.” I suggest that you drop her a 


line. 
J. E. Coleman 


Dear Mr, Coleman: 
How can I use an AC electric clock 
where only direct current is available? 
Harold L. Cottle, 
Salem, Mass. 


Dear Mr. Cottle: 

It just can’t be done! Possibly you are 
thinking of methods used sometimes in ho- 
tels and places where only direct current 
is available, to operate alternating cur- 
rent motors. This is accomplished by the 
use of a “rotary converter,’ which would 
not be at all satisfactory for your syn- 
chronous clocks because the alternations 
obtained therefrom are not regulated with- 
in time-keeping limits, to say nothing of 
the expense involved. 

The solution to an electric clock, where 
only direct current is to be had, is an elec- 
trically-wound clock. Possibly the com- 
monest example of this type of clock is 
found in the modern automobile. The di- 
rect current from the battery drives a 
small motor or magnet ratchet arrange- 
ment, which keeps the clock wound. 


J. E. Coleman 


Dear Mr. Coleman: 

Where can I get a new motor for the 
O. B. McClintock electric clock, Model 
15D294K? Also, I have in my possession 
an Elgin 18 size watch which 1s number 
876261. Does this mean that that number 
would be among the first Elgins made? 

J. W. Reynolds, 
Tulsa, Okla. 


Dear Mr. Reynolds: 

You can obtain the motor you require 
for the McClintock electric clock by order- 
ing from: Barclay Electric Co., 925 Clin- 
ton St., Cincinnati 14, Ohio. Enclose $4.25 
plus return postage and insurance to 
your city. Be sure to give them the cor- 
reet model and number. 

Your Elgin watch—Serial number 376. 
261 is listed in an 1896 Elgin catalog as 
being a “Wheeler” class 4, 18 size full 
plate hunting, stem wind, lever set, 2nd 
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series, slow train. This series ran from 
376,001 to 377,000. Thus yours is one of 
one thousand. The catalog mentioned above 
begins with movement No. 101. In ac- 
cordance with that, yours is about the 
376,160th watch that Elgin manufactured, 
I have no method (after all, we are in the 
CLOCK department) of dating it, but 
would think that the late 1870’s or early 
1880’s would come close. 
J. E. Coleman. 


Dear Mr. Coleman: 
I shall appreciate any information as to 
where I might procure a set of clock 
ings for a New Haven 8-day mantel 
clock. The springs are for a 1-7/16 inch 
diameter barrel—two of them % inches 
wide and one % inches wide, the thick- 
ness being approximately the thickness of 
the enclosed piece. 
OLIVER SHANNON, 
Sharon Hill, Pa. 
Dear Mr. Shannon: 

Since you ask the question, it is to be 
presumed that you have already tried the 
New Haven Clock Co. without success. If 
this is correct, I’'d suggest that you next 
try the E. & J, Swigart Co., 34 West 
Sixth St., Cincinnati, Ohio. 

J. E. COLEMAN. 


Dear Mr. Coleman: 

During the busy war years we did not 
have much time to give to clock move- 
ments, watches having taken up most of 
our time. Now with a slack period and a 
chance to breathe, we’d like to give more 
attention to our clock department. In your 
estimation, what is the best way to clean 
the common eight-day clock so that all 
the parts will shine and glisten more 
brightly than they did when they were 
new? I want some better means of clean- 
ing them than just a bath in the gasoline 
pail, in the back room of the shop. If you 
will give me a good recipe for a cleaning 
solution, I shall certainly appreciate it. 

L. M. Maddox, 
Birmingham, Alabama 


Dear Mr. Maddoz: 

In regard to cleaning the common eight- 
day clock, it’s all right to dunk your 
doughnuts, but it won’t clean clocks. One 
of the best methods uses a shop-made 
cleaning solution. To one ounce of Celic 
acid, add two ounces of Acetone, four 
ounces of stronger ammonia, and eight 
ounces of water, boiled or distilled. 

Doubling this amount makes a half-gal- 
lon, just about the proper amount for 
practical work. Use an enamel vessel of 
about a gallon capacity that has a fairly- 
tight-fitting lid. It is convenient to keep 
this on an electric hot-plate. Set it at me- 
dium hot and never boil it because this 
evaporates the ammonia. 
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Let the mainsprings down with a regu- 
lar let-down key and take the clock en- 
tirely apart. String the time train on a 
wire loop and the strike train on another 
loop. Give it a good scrubbing in the hot 
cleaning solution with a bone-back clock 
brush, rinse in running water (hot prefer- 
red), dip in alcohol and dry in Boxwood 
sawdust. Take the front and back plates 
through the same process. When taking 
the parts from the cleaner to the rinse 
water, transfer them as quickly as pos- 
sible because if the cleaner is permitted 
to dry on the brass it will oxidize it. 
Don’t permit hairsprings of alarm clocks, 
ete., to remain in the cleaner longer than 
two or three minutes because it attracts 
some of the composition metals. Exper- 
ience has proved this method to be one of 
the most economical as well as satisfactory 
of cleaning the type clock you mention. 

J.-E. Coleman. 


Chester County Clocks 
And Their Makers 


By Arthur E. James 
HIS is a companion book for the au- 
thor’s book entitled, The Potters and 
Potteries of Chester County. It is an 
important addition to the lore of Chester 
County, Pa., and will be informative and 
interesting reading to clockmakers and 
collectors. 

Biographies of 52 makers of grand- 
father clocks in Chester County, previous 
to the year 1840, are included, and there 
are many photographs of dials and cab- 
inets. A map at the back of the book 
shows the locations and density of the 
clockmakers within the county. 

Published under the auspices of the 
Chester County Historical Society—1947, 
202 pages. 


“Jewelers Notebook” 


Is Now Available 


“The Jewelers Notebook,” published by 
Henry Paulson & Co., is now available 
to jewelers, lapidarists, enamelers, platers 
—written so anyone can understand it. 
Here, under one cover, are the most useful 
and latest methods for solving the riddles 
of so-called secret processes. Several hun- 
dred modern formulas for metal finishing 
are given, and as many simplification 
methods and tricks of the trade. 


HARD TO CATCH 
“What’s the hardest train to 
catch ?” 
“The 12:50, because it’s ten to 
one if you catch it.” 
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132 NASSAU ST., NEW YORK 7, N.Y. 
Telephone: COrtlandt 7-7551 


© Watch Materials... for 
all makes and sizes of Swiss and 
American watches . . . Bestfit, 
Newall and Quickfit Assortments. 


© Watch Cases and Dials 


© Tools and Equipment py 
K. and D., L. and R., Levin, and 
Zenith ... and many others. 


© Watch Crystals... G. s. 
Flexo, Fulton Fit-Tite, V. T. F. 
round crystals. 


. Jewelry eee Jacoby - Bender 
watch attachments, Bretton watch 
attachments, S. O. Bigney jewelry 
and Heller-Deltah pearls. 


© Trade Services . . . balance, 
plate and center jewels fitted 
. + hairsprings vibrated . . . dials 
refinished. 


WATCH MATERIALS 


JEWELERS SUPPLIES 
and ACCESSORIES 
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@ A central agency for all compact 
@ repairs. We replace mirrors, do 
@ reshaping, compact alignments, 
@ refinishing, polishing, plating, fix 
@ locks, remove dents and repair 
@ hinges. In short, send us your 
© compact and we furnish the cure. 


ELGIN 

We have puffs, 
act bags to 
replacement P® 
price list. 





© Costume Jewelry Soldering 
© Plating—Refinishing—Polishing 


© Pearl Restringing 
@ Stones Matched 





@ ONE WEEK SERVICE 
@ INSURED SERVICE 
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fissociation News 


So many watchmakers attended the 
January meeting of the newly-organized 
Baltimore, Md., guild that the room en- 
gaged at the Lord Baltimore Hotel for 
the evening was packed and over-flowing 
into the hall. 

President E. L. “Bud” Seifred opened 
the meeting and, after disposing of regu- 
lar business, introduced Orville R. Hag- 
ans, national executive-secretary of the 
U.H.A.A., who outlined the origin, aims 
and function of that organization. 

The U.H.A.A. was established in 1934, 
he said. It has no paid officers and it is 
not a labor union, the premise being that 
if a man is worth his hire he can develop 
a thriving business through his own in- 
dividual efforts. 

Mr. Hagans went on to enumerate and 
explain the benefits derived from mem- 
bership in the national organization. He 
mentioned the fact that it is not necessary 
for a watchmaker to pass a test to belong 
to the U.H.A.A., but only to pledge himself 
to the maintenance of fair business 
methods and standards. 

Speaking of legislation, Mr. Hagans 
emphasized its importance within the 
states for the purpose of protecting both 
the customer and the watchmaker, but 
urged that the Baltimore guild proceed 
cautiously in that direction. He advised 
them to build their membership to the 
point where they would carry weight in 
sponsoring a bill, to lay their groundwork 
carefully, and to use the help of the or- 
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1 portion of the group of 


Here is shown a smal 

watchmakers who attended the January mee 

of the Baltimore Horological Guild. Une 
interest in the meeting brought out such a large 
crowd that 75 people had to be turned away be- 
cause of lack of room. Approximately 200, almost 
twice the number expected, were packed into the 


meeting room and the hall outside. Orville R. 
Hagans was the principal speaker at this meeting. 
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| REASONS WHY 


| Watchmakers prefer the | 


NEW Bausch rom ‘Lor mb LOUP ge — 
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For years watchmakers have recognized Bausch & 
Lomb loupes as the finest made. To maintain this 
leadership six features have been incorporated in the 
new B&L loupes. A plastic body not only makes 
them practically indestructible, but also makes them 
much lighter and more comfortable to wear. The 
smooth, black exterior finish is rich in appearance. 
“Soft” interior surfaces reduce annoying light re- 
flection to a minimum. In addition, the loupes have 
the precision ground lenses and fine workmanship 
for which all Bausch & Lomb products are noted. 

Ask your jobber. Bausch & Lomb Optical Co., 
520-P Bausch Street, Rochester 2, N. Y. 


BAUSCH 6 LOMB 


OPTICAL COMPANY | ai 2,N.¥Y. 


PERFECT *CARBOLOY EDGES 
REGROUND IN LESS THAN 10 SECONDS 











lap ond 


SPECIAL CAST ALLOY LAP 

CONTAINING OVER 20 DIF- 

FERENT METALS — DESIGNED 

TO GIVE A LIFETIME OF 
SERVICE 


Diamond Compound 


$5.95 





@ SPECIAL CAST ALLOY LAP — 
(Fitted to true running arbor 
chuck) 

@ DIAMOND COMPOUND — (Several 
years supply) 

@ 3 DOUBLE-GROUND CARBOLOY BITS 

@ ADJUSTABLE TOOL BIT HOLDER 

@ TOOL BIT STAND 










Di d C pplied with lap, sufficient to grind down WOOD BASE TO HOLD ALL EQUIP- 
more than three or Be of Carboloy, or equal to many years of use. MENT 

AFTER FIRST CHARGING, LAP IS IN CONDITION FOR AT LEAST 12. 95 
200 CARBOLOY REGRINDS BEFORE FURTHER USE OF DIAMOND Complete 

COMPOUND. Additional Corboley Bits Lies dinsteaseaee 

Do not be misled by our low price. This is the finest tungst d Comp... “$1. 





corbide graver combination offered at ANY price. Kit, less Lap r Diamond Comp 









Order from Jobber or Direct from 
WALLER MACHINE PRODUCTS COMPANY 
2335 MONTROSE AVENUE CHICAGO (8, ILLINOIS 


*CARBOLOY CEMENTED CARBIDE is manufactured by the eter Co., Inc., Detroit, Mich., a subsidiary of 
General Clectric Co 















DIAL 
CLEANER 


HY-GO 


TRADE MARK 
REGISTERED 


INDISPENSABLE TO 
FINE WATCH REPAIRING 


HY-GO'S unique formula is the result of 
years of searching for a dial cleaner 
that watchmakers could use at their 
own bench. Now, alert watchmakers 
are discovering that with HY-GO they 
can "dress-up" every repair job quickly, 
economically, and SAFELY, often with- 
out recourse to dial specialists. HY-GO 
also works wonders on watch attach- 
ments and all kinds of jewelry. 


HY-GO is easy to use . . . simply: 
- Take off dial from movement. 

Pick up the powder with wet 
brush. 
Moisten dial with plain water 
and sprinkle on some powder. 
Brush lightly and rinse with 
plain water. 
Dry it in fine tissue paper. 


6. Remove the wet tissue and 
your dial is clean. 


Join the growing class of watchmakers 
who provide that “extra-touch" that 
customers appreciate and remember the 
next time they need a watchmaker. 
Order a box of HY-GO today and keep 
it handy on your bench. 


Only $1.00 for large box . . . one year's 
supply. Send check, money order or 
C.0.D. 








We carry a complete line of Swiss 
mainsprings and watch materials for 
5L AS 976, 6% x8 Font 120, 8% 
AS 970, 8x9 Flourier 170, 10% AS 
984 and 1194, ETA 900. Send for 
price list. Jewels fitted (see classi- 
fied ad). 











HY-GO WATCH CO. 


54 West 47th St. New York 19, N.Y. 
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Officers of the Baltimore watchmakers guild— 
left to right: Fred Coe, secretary; Louis Shaw, of 
the board of directors; Edgar L. Seifred, president, 
and Max Goldstein, vice-president 








ganization’s attorney, Ben Heald, in pol- 
ishing the bill for presentation to the leg- 
islature. 

Price cutting, Mr. Hagans stated, is det- 
rimental to jewelers. Just as harmful to 
watchmakers is the acquisition of too lit- 
tle knowledge of their craft. The trend, 
he continued, is to raise the standard time 
for a course in watchmaking from 18 
months to 24 months. The United States 
government leans on the U.H.A.A., he 
said, to help set up training courses. Mr. 
Hagans told the group that a standard of 
prices for watch repair was not practical 
because of the variation in conditions in 
different parts of the country. 

A word of explanation was offered in 
regard to the Gruen Watch Company 
films. They are not intended as a train- 
ing course, Mr. Hagans said, but more as 
information for the public, to enable them 
to learn something about watches and the 
watchmaker’s work. By showing the film 
to service clubs, church and other groups, 
the guild can publicize itself at no cost 
except that of transportation. 

Mr. Hagans advised the guild to set up 
by-laws, assured the members that the 
national association was interested in their 
activities, and promised them that soon 
they would be able to obtain lapel buttons. 


Rushlaw Heads Omaha 
Guild This Year 


Officers of the Omaha, Neb., Watch- 
makers guild for 1948 are: Robert Rush- 
law, president; William Cromwell, vice- 
president, and Mike Hansen, secretary 
and treasurer. Members and officers, 
alike, have ambitious plans for 1948 and 
are predicting that the membership will 
increase during the year. 
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For Sale—Used Watches and Movements 


ELGIN-WALTHAM-ILLINOIS-HAMPDEN | 5 Swiss Wrist Watches in Y. R. G. P. 











and G. F. Cases 20.00 
0 ong 370 Line, 15, cache 6:00 | 5 Swiss Pocket Watchesennnnmnnn 18.00 
6/0 and 10/0 size, 7J, each... 6.50 | 5 American Pocket Watches.........-0-+ 25.00 
6/0 and 10/0 size, 15), each.......00 8.50 | 5 Antique Watches 20.00 
16 and 12 size, Swiss, each...........- =. See | 16 Swiss Wrist Watch Materia! 
10'2L & 9%L, Swiss, each..$2.00 to 5.00 | Movement 8.00 
6'2L and 6%L, Swiss, each 2.00 to 5.00 | 10 Asst. Swiss W. W. needing repair 20.00 
5 Swiss Wrist Watches in White 5 Asst. Wrist and Pocket Watches.... 6.00 
Cases 15.00 | 5 Rebuilt Wrist Watches... 40.00 
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time . . . even the smallest watch mechanisms 
get the finest lubrication with NYE’S BRACE- 
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Cincinnati Guild Wants 
To Exchange Bulletins 


Once again quoting from the bulletin 
of the Cincinnati Watchmakers Guild: 
“We're still quite enthused about the activ- 
ities of the National office of the UHAA, 
namely, the monthly News Letter and the 
various technical sheets that usually ac- 
company it. We finally feel that we are 
a part of something that’s worth while... 
For the first time the watchmaker has his 
own private ‘outlet,’ a place where he can 
express his ideas, complaints, hopes, de- 
sires. BUT IT WON’T GROW IF YOU 
DON’T FEED IT. All it takes is a penny 
post card and the guts to get up on your 
hind legs (figuratively speaking) and say 
your say. Let’s deluge the National of- 
fice with material for the monthly News 
Letter.” 


New officers were installed in February 
by the Cincinnati guild, with Frank Foeg- 
ler conducting an impressive ceremony. 
Leo Koelker accepted the presidency with 
a declaration of policy for the year, and 
Fritz Mende, as retiring president, relin- 
quished the gavel. 


Art Frentzel, editor of the Cincinnati 
guild’s bulletin, wants to exchange bulle- 
tins with other guilds. He says: 
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“T’d like to exchange bulletins with 
other guilds, particularly through- 
out the West—Colorado, Arizona, 
Texas, New Mexico, California, Wyo- 
ming, and the northwestern states. 
Send them to Art Frentzel, P. O. Box 
81, Mt. Healthy, Ohio.” 


TO ALL MEMBERS, CINCINNATI 
GUILD: 


What is the attitude of each individual 
watchmaker toward conditions existing to- 
day in relation to our honorable craft? 
In everybody happy and contented? As one 
individual I am of the opinion that we 
have much to be concerned about. 

The addition to our ranks of so many 
new men who have completed their train- 
ing in watchmaking school and are cast- 
ing about for an opportunity to make use 
of the training they have received, is just 
one of the many problems that challenge 
us today. Unless we as an organization 
extend a helping hand to these new men 
and counsel them in their efforts to get 
started off on the right path now, we will 
have no right to condemn the actions that 
some of them employ if left to shift for 
themselves in a field in which they are 
not acquainted. 

This and many other problems confront 
us as we start a new year. Some of these 
problems may even seem to defy solution, 
but your officers are willing and anxious 





1922 TOWER 
— Est. 1919 — 
J. F. MABRY, V.-P. 


E. A. MABRY, Pres. 











MAIL ORDERS PROMPTLY FILLED 


AKRON JEWELERS SUPPLY 


AKRON 10, OHIO 


F, E. MABRY, Secy. 


COMPLETE STOCK 
L. & R, EQUIPMENT 


LATHE MOTOR... 33,00 
POLISHING MOTOR........2O00O 
H. D. CLEANING MACHINE... 99500 
MASTER CLEANING Macuine ©9190 
CRYSTAL GRINDER... 69.50 





with spirit level, 
ruby jaws, 
in plush lined cose—$19.50 
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Profit Through Quality! 
: By Using 
JURGENSEN MAIN SPRINGS 
- (For Swiss Watches) 
to- 
ft? The Superior Main Spring 
one 
we 
ny 5th Avenue Crown Assortment! 
4 A 72 Bottle—Two Tone Wood Cabinet of Gold Filled Crowns— 
use White and Yellow. 
oe WRITE FOR FURTHER INFORMATION 
ion 
1en 
set Buhl. Peer & Keefe 
hat 105 Nassau Street New York (7) N. Y. 
for Distributor of 
are SWISS AND AMERICAN MATERIALS - FINDINGS - TOOLS 
ont 
ese 
on, We. eitetet ASSORTMENTS 
_ ” Bic - werawom “etch Crowns = 1-70-14K GOLD FILLED WATCH CROWNS 
sedaretnne Su 72 Crowns — 1/10-14k — 24 Bottles — 3 in each 
— For Os-12s-16s Pocket Watches. Fine finished 


wood cabinets. Assortments have graduated meas- 
urements charts. 

He. GISE . 3 ODl FOU Wa.nncccccececcccnecceness Price $10.00 
No. 5124 2 yellow—tI pink... ..-Price 10.00 
No. 6124 2 yellow—1 white Price 10.00 
No. 4124A 1 each of yellow-pink- “<- 


white, Price 

: 72-144 Waterproof Crowns - 72 Bottles - 1-2 each 
wR ENS, << re most complete assortments yet marketed for 
Peabhakees: we Keystone and with 2 models having rubber 
‘yeas sabes aN a washers’ Yellow, Pink, White and Chrome, Taps 
* trae. cae Neat, Wood 10-9-8-7-6. 

oe * OK XA Translucent No. 3172 1 each of 72 Crowns.......... Price $22.65 

aA NEAR oS Fancy Boxes No. 3272 2 each of 72 Crowns........ Price 43.55 
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«es casas ie ek ae - FOR AND “DEBBIE” SPRING BARS 

Dial umes goo Cel nee artes oe = 

: NITES EDGr eNIFE'S EDGE 

~ 41 SIZES DOUBLE FLANGE, PRICE PER DOZEN 

H 1—Diameter of Size Double Flange Dozen 

| 2—Length of Crown Male Lengths—%, 7/16, 716. % , 11/16, %, j3/6. Y% 

3—Length of Post Female Lengths—%, 9/16, %, ae "%, 13/16, 

‘ — 5—Tap Size — Male | Female | Male | Female | Male 
‘a 257 2M/M | 2M/M |14M/M |14M/M | 14 M/M 
CONTENTS and PRICE LIST of other 50 a ad bar 1.00 1.00 

ASSORTMENTS 42 SIZES, WITH KNIFE- Oper FEATURE, PRICE PER DOZEN 
REFILLS AVAILABLE UPON REQUEST Male Lengths—11/32, %, 7/16, %, 9/16, %, 11/16, %, 
Sold Through Jobbers Only he ths—%, 9/16, 5%, 11/16, %, 13/16, % 
ainuractvaces ie Male |Male $4/Female| Male | Female | Male 
: -- 2 M/M| 2 M/M|2 M/M|t4 M/M/t'% M/MiId M/M 





A. M. Aisocéicles 60 1.20 | 1.00 | 1.00 1.20 1.20 
AM REET NEW YORK NY Contents and Price List of Assortments Sent on 
Request 









































LUGERNER'S 
FINE WATCHES 





MODEL—M 
@ 6x8-17 Jewels Swiss Movement 
@ 14k Gold Case 
@ 4 Genuine Rubies 
@ Rhinestone Dial 
@ Gold Filled Bracelet 
@ Dome Glass 


$33.50 


MODEL—N 
@ 10% Line-17 Jewels Swiss Movement 
@ 14k Gold Case 
@ Rhinestone Dial 
© Gold Filled Bracelet $28.50 
@ Dome Glass 


MODEL—O 
@ 6x8-17 Jewels Swiss Movement 
@ 14k Gold Case 
@6 Genuine Rubies 
@ Rhinestone Dial 
@ Gold Filled Bracelet 
@ Dome Glass 







~Co 1888 
™ N 


Lougernenxs Pa 
hi WARK Male ea ae : 





Ask for Catalog 
Mail Orders Filled Promptly 
Send Check, Money Order or C.O.D. . 
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to tackle all of them with determination, 
and believe that united effort is the one 
way to do what, to the individual, seems 
impossible. 

We appeal to you at the beginning of 
the new year to make a resolution to at- 
tend every meeting of your Guild and 
further resolve to take an active part in 
those meetings. Encourage your officers in 
their efforts and give constructive crit- 
icism when you feel it is needed. Remem- 
ber, the more people that are interested 
in anything, the more effort is exerted to 
accomplish an objective and the soon- 
er that objective will be reached. 

Our first job should be to bring into our 
fold those fellows who find so much wrong 
with the way things are. When we can get 
them to use all the effort they now spend 
in complaining, in a constructive manner, 
they will contribute the driving force need- 
ed to do the many things we all want done. 
The watchmaker seems to be the only in- 
dividual who has yet to learn the value of 
organized co-operation. Let’s get busy and 
sell the idea to them. 


Leo G. Koelker, Pres, 
(This statement of policy for 1948, by Presi- 
dent Koelker of the Cincinnati guild, has the 
whole-hearted approval of the editor of The 
American Horologist & Jeweler.) 


Hundley Heads 
St. Paul Guild 


At the January 13 meeting of the St. 
Paul, Minn., Watchmakers’ guild, officers 
were elected for 1948, as follows: Derril 
Hundley, president; John Gustad, vice- 
president; C. W. Gaskell, secretary, and 
Howard Lindahl, treasurer. Herbert 
Witte, Walter Keim and Elof Allen were 
elected trustees. 


Catawba Guild 


Sees Elgin Film 

The Catawba Valley Guild of the North 
Carolina Watchmakers and Jewelers Asso- 
ciation held its January meeting in Lenoir. 
A film, “Jewel Bearings,’ made by the 
Elgin National Watch Company, was 
shown. The Catawba Valley Guild is made 
up of watchmakers from Alexander, Burke, 
Catawba and Caldwell counties. Meetings 
are held alternately in Hickory, Lenoir, 
Morganton and Valdese, on the first 
Wednesday night of each month. 

At the January meeting the following 
officers were installed: F. L. Boutilier, 
president; Carl A. Beck, vice-president; 
Lee R. Smith, secretary; Charles G. Po- 
teat, treasurer; W. H. Logan, program 
chairman; Julien Sharpton, membership 
chairman, and Flay A. Greene, publicity 
chairman. 
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Have You WATCH MATERIALS SERVICE PROBLEMS? 
Sloves’ 48-HOUR “Super-Service” Solves Them 


GENUINE MATERIALS COMPLETE LINE OF 
Elgin, Hamilton, Illinois, Watch Bracelets and Jewelry 
Waltham, Gruen, Bulova, by Hadley, Jacoby Bender, 
Benrus, etc. (all in original Gemex, Speidel, Sturdy, Van 
factory envelopes) Dell, Bliss Bros. and others. 
Sandsteel Mainsprings 
Bestfit Assortments and Refills FULL STOCK OF 


B.B., K.K., Fulton Fancy Crystals 
G.S. Unbreakable Crystals 
L. & R. Products Dennison Goods 


48-HOUR SERVICE 


Dials Refinished—Hairsprings Vibrated—VJewels Fitted 
Electro-Seal (One-Year-Guarantee) and All Shaped Crystals Fitted 


PHILIP SLOVES & SONS, Inc. 


35 MAIDEN LANE, N. Y. (7) N. Y. 


Tools, Findings, 











ODD STYLES & SIZES 
NOW AVAILABLE 


through reputable jobbers 
and wholesalers everywhere! 
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The New 
5 POINT 
PRECISION PRICE 
CANNON PINION $4.95 


TIGHTENER 
ROTI Sei 


(1) Saves Time (2) Eliminates Broaching 
(3) No Guess Work (4) Unconditional Guarantee 
(5) Accommodates Every Size Cannon Pinion 


S. & B. Mfg. Co. 


(Distributors Wanted) 
107 Pleasant St. Worcester 2, Mass. (Patent Pending) 


























KARAT GOLDS * "oi vine sine 











FLAT WIRE AND 
MANUFACTURING 
‘ _ - 
HALF-ROUND WIRE 
it. SQUARE WIRE 
NNEC cee 
' 
a PevitioN 
-_ << FLAT STOCK 
= 
os “= B 
. e a 
° ” 





Also Solders to match; Round Wire; Seamless Tubing; Fraternal Emblems; Stone 
Tops; Electro Platers and Solutions; Melting Furnaces. 


—" 
Bitelekia-s Write for Price List 244 
HOOVER & STRONG, Inc. 
Refiners 
125 W. Tupper St. Buffalo 1, N. Y. 
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New York Society Has 
Interesting Programs 


At a recent meeting of the Horological 
Society of New York, Inc., Andrew Park 
was elected president for the coming year. 
Other new officers are as follows: Vice- 
president, Henry J. Morriss; executive sec- 
retary, Henry B. Fried; recording secre- 
tary, Paul G. Roth; treasurer, Frank 
Knoll; trustees, James J. O’Shaughnessy 
and Henry B. Welch; librarians, Lester T. 
Groth and Arthur Lindig; executive com- 
mittee, Charles K. Jones, Barney Gold- 
stein, Frank C. Stewart, Walter F. Hoff- 
sommer, and Chester W. Howard. 

The joint meeting of the New York 
State Watchmakers association and the 
New York City society, held in New York 
on February 21 and 22, brought both or- 
ganizations together for the first time 
since 1941. 

Howard L. Beehler is scheduled as guest 
speaker for the March meeting of the 
Horological Society of New York. He is 
dean of the Bulova School of Watchmak- 
ing and author of many horological ar- 
ticles. In April W. H. Samelius, dean 
of the Elgin Watchmakers College, will 
address the society. 

At the meeting on February 2 members 
enjoyed seeing the technical films, “The 
Eternal Gem” and “Cutting a Spur Gear.” 
L. D. Stalleup followed with a lecture and 
demonstration on precision-timing, using 
the Paulson “Time-O-Graf.” 


New Nebraska Guild 
Gets Flying Start 


On January 18, the Panhandle Jewelers 
and Watchmakers guild held their initial 
meeting at the Gering Hotel, Gering, Neb. 
Following a country-style luncheon and a 
musical program of vocal and instrumental 
selections, new members were introduced. 
It was decided to hold the February meet- 
ing in Sidney. 

Several matters were brought into open 
discussion—among them the competition 
of department stores and mail-order 
houses to jewelers, the house-to-house 
canvassing of some nationally-known con- 
cerns, and the apparent discrimination of 
suppliers who seemed to be shipping hard- 
to-get items to the larger cities. 

In another open discussion, watchmakers 
mentioned some of the unusual problems 
they were running into, and brought up 
the question of whether to repair mail- 
order, department store and drug store 
merchandise. 

_ Officers of the new guild are: Glen Pat- 

rick of Sidney, president; L. M. Evans of 
Gering, vice-president, and Bill William- 
son of Scottsbluff, secretary-treasurer. 





28 W. 47th St., New York 19, N. Y. 





A Complete Line of 


WATCH MATERIALS, JEWELERS’ SUPPLIES, 
TOOLS AND FINDINGS 


C-@ SPECIALS 


@ Immediate Delivery Official Bulova 
Preliminary Training Unit 


Book $5.00 
@ J&R Cannon Pinion $2.95 


Tightener 
@ Balance Staff Removers for 

any Inverting Staking Tool ...... $2.00 
@ French Wooden Movement 

Rests—set of 12 ............-....00 $i .65 


. prey le sone Masi $69.50 


@ L&R Demagnet- 


ines $7.00 


@ Aluminum Watchmakers 


Tech-Bench, 10-day delivery $69.95 


@ FR Inverting Staking Tool with 100 
punches—A Wonderful Buy. Send for 
Details : 


$1.25 











@ One Gross Assorted 
Clicksprings 





@ Lindstrom Flat-Nose, Snipe- 
Nose, and Cutting Pliers P* $2.25 


Ask for Free 


Return Envelopes 
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‘SCIENTIFIC TIMING’ 


By CHARLES PURDOM 


Treats every phase of its subject. Among 
the most important are those dealing with 
Escapement Functions, Balance Wheels, The 
Hairspring, The Hairspring Dynamic, Balance 
Assembly Dynamic, Beat Phase, Regular Pin 
Factors, and Needling the Hairspring. 


Is a beautifully cloth-bound book with 37 
chapters and more than 100 large, detailed 
illustrations. Arranged and with a fore- 
word by Orville R. Hagans, SCIENTIFIC 
TIMING is a popular sized book for pocket 


or bench. PRICE $6.00. 


Available for immediate delivery. 
Order TODAY! 





American Horologist & Jeweler 


226-228 16th Street BOOK DEPARTMENT Denver 2, Colo. 








ATTENTION: seweters & wATcHMAKERS 


Having enlarged our facilities by absorbing 
the firm of Henry Staats we are now direct dis- 
tributors of all genuine American material in- 
cluding ELGIN, WALTHAM, HAMILTON, 
and ILLINOIS. We also have a complete line 
of genuine Swiss watch material for GRUEN, 
LONGINE, WITTNAUER, BENRUS, and 
many others. We can fill your every need. 





WE SPECIALIZE IN QUICK MAIL ORDER SERVICE 


HARRY NEST AND CO. 


802-803 METROPOLITAN BUILDING DETROIT 26, MICHIGAN 
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Watch Materials 


For Every Make Movement 


MB Staking Sets Poising Tools (The Finest Made) 
MB Roller Blocks Calipers 

L & R Products Cutting Pliers 

L & R Staking Sets Dumont Tweezers 

L & R Cleaning Machines Tanic Tweezers 

L & R Lathe Motors Swiss Screw Drivers 

Zenith Cleaning Machines Quick Fit Assortments of Hands 
Zenith Cleaning Fluids and Crowns 


Assortments 4 Sag Jewels, Waterproof Stems and Crowns 
Cases - - Hands - Watch Attachments - Straps 
"ieee Bars - Crowns - Findings 


Movements for Replacements 


Henry Sobel & Co.. Ine. 


145 Canal Street New York 2, N. Y. 











FIRST AGAIN! = wor 


SMARTEST LOOKING EXPANSION BAND OF THEM ALL! 
NEW LOW PRICE 


Regular terms to 






* 120 10 Kt. G. F Top Malgiede Spee! Bec tr’ 


rated jewelers— 
C.0.D. to others 


$ Delivery in 10 days due to unprecedented de- 
36” - mand for this expansion bracelet. 
OZ. 


URACE JEWELRY oe. 


@ 1/20 10-Kt. PINK, YELLOW and WHITE gold-filled top—stainless steel back 


@ GUARANTEED FOR TWO YEARS 





Be the first to feature 


this low-preied band in 
GRACE JEWELRY CO. | ome = 
" $6.95 plus tax. 


20 West 47th Street New York 19, N. Y. 
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.-»-NOW AVAILABLE... 


COMPLETE BALANCE WHEELS FOR LATE MODEL WATCHES 


War Surplus 


American 
Genuine 16 Size Elgin Balance 
Assembly Just Like Illustration 





» 

Complete with balance wheel, 
staff, combination roller table 
with roller jewel and Brequet 
hair spring. They are already 
a and timed ready to set 
im any 16 size Elgin using 
double or combination roller or 
most any 16 size Elgin made in 
the last 25 years. We also 
furnish 2 balance hole jewels 
to fit the staff so you may 
complete your job in 10 min- 
utes. Every watchmaker should 


> g 
> i 


_ 


New Low Prices 
Swiss Sizes 
(Not War Surplus) 


Complete as Illustrated 


FF Caliber 120; 186; 150; 170; 
25; 52; 175; A. SCHILD Caliber 
970; 1200; 1158; 1111; 1138; 
156; 984; 1023; 1001; 1194; 
1220; 1002; 976; 1012; Hr 
1051; 1104; 1131; 964; 1180; 
1171; Eta Caliber 1045; 980: 
1000; 900; 735; 930; 790; 925; 
757; Peseux Caliber’ 190; 180: 

F. Caliber 210; 290; Felsa 





F.E. 
Caliber 294. 
have a few in stock. 


Special Price Complete...... $2.50 





PRICE EACH 
Also supplied in GENUINE 8/0 
as _ 6/0 HAMI AMILTON com- COMPESTE. ............-.---- $2.50 
plete just as mentioned above 
except without jewels. BULOVA $3 50 
- SS $3.00 10AK 6AM ..................0U8 


ALL PARTS ARE BRAND NEW AND GUARANTEED PERFECT 


0. G. WILSON & SONS, 628 S. 3rd St., Louisville 2, Ky. 














Specialized for 






Watch Repairers 


proper tools! Your 
dealer 
will be glad 


to quote prices. 


BERGEON & Cie 
LELOCLE (Switzerland) 
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Your Contest Page 


The following contest articles are 
the five prize-winners in the big 
contest: No. 200, first; No. 256, 
second; No. 62, third; No. 150, 
fourth, and No. 104, fifth. As prom- 
ised in the February issue, the win- 
ning articles are re-printed here. 


Restoring a Broken 


Cannon Pinion 
(Contest Article No. 200) 


It is not within his means for ev- 
ery horologist to be in possession of 
equipment for gearing or making 
parts. Although I possess such 
equipment, I find that often the 
work at hand does not warrant 
spending time to completely manu- 
facture the part in question. 


By employing the following meth- 
od, I have, on quite a number of 
occasions, restored cannon and train 
wheel pinions to their original use- 
fulness whenever it was impossible 
to obtain them through the mate- 
rial dealers. Any capable horologist 
will find that the procedure is not 
difficult; care is all that is essen- 
tially required, and when the work 
is completed and properly executed, 
detection is almost impossible. 


First, remove broken post down 
to pinion (Fig. 1-A). You now have 
pinion only as shown in Fig. 2. Then 


Fig. | Fig. 2 
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Fi6. 3 
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select from among your odd canon 
pinions, one which will fit the cen- 
ter staff correctly, disregarding the 
pinion itself. Place in lathe and re- 
move pinion you have no use for. 
You will find that it will be better 
to remove the major portion of the 
pinion with a file before attempting 
to use a graver, unless you cut, (us- 
ing a ground but not polished cut- 
tin tool or graver) as illustrated at 
B, Fig. 3. Accurately measure this 
part of the post when cutting is 
completed and shoulder allowed for. 
Now turn up a plug to use as a 
gauge for the pinion making part 
C, (Fig. 4) .01 mm smaller in di- 
ameter than Part B, Fig. 3. We 
now take the pinion (Fig. 2) and 
mount it in the lathe, employing a 
stepped wire collet or a cement 
chuck and carefully bore the hole to 
the exact dimension of the plug 
gauge you have made. Do not use 
a drill because accuracy may not be 
attained. 


After the hole is finished, slight- 
ly bevel on one side so that the pin- 
ion will draw well against the shoul- 
der of the post, (Fig. 3-B). The rest 
is simple. Drive the pinion friction 
tight onto post and the job is com- 
pleted. The reason for using a cut- 
ting tool which is not polished is to 
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The Remarkable New Crystal Cement 


“KOLA” 


answering the watch repairer's dream 


WILL rust hands 
NOT discolor dials 
brittle or chip 
no acids—non poisonous 
non flammable 
odorless 


And What Is More 
Kola Retains Its 
Adhesive Quality 

Comes in an unbreak- 
able container which 
prevents spilling 
50c a bottle 


Fully guaranteed— 
Money refunded if not satisfied 


«<@ poF Xs 2. 
SK OLAS 
™ UO ~er* “i 
WHOLESALERS WANTED 


Manufactured by 
WM. G. PAUL 


835 8th Ave., New York 19, New York 
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provide for a good friction surface. 
The pinion may also be beveled on 
both sides, then by tapering to al- 
most a knife edge, the lowest por- 
tion of Post at B, from inside out, 
provision is made for burnishing 
over after pinion is mounted. 

In cases where pinion leaves are 
broken, one may fit a pinion to the 
original post. Pinions can also be 
matched by those employed in min- 
ute wheels. The time required for 
the entire operation is approximate- 
ly 25 minutes. 


Pivot Polisher 
(Contest Article No. 256) 


The illustration shows a very 
handy pivot polisher which I have 
made. The pivot to be polished al- 
ways runs true without the slight- 
est wobble; and it saves a lot of 
time to do a polishing job without 
having to remove the roller and the 
hairspring. 











A—is an ordinary lathe center 
with its end drilled and chamfered 
to take one pivot; a suitable size of 
rod held in a split chuck would do 
equally as well, rests upon the bal- 
ance rim and causes the balance to 
revolve when A is turning. E rests 
in a slot filed in A, and is riveted 
to a strong spring which grips A. 

D— is a piece of brass rod turned 
to a taker (preferably with a slide 
rest) so as to fit into the tailstock 
of the lathe. 
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THE NEW 
WATCHMAKERS' 
WELDED ALL ALUMINUM 


TECH-BENCH 


This sturdy Tech-Bench is designed to 
give the watchmaker 100 per cent work- 
ing efficiency. The engineering resource- 
fulness of the new Tech-Bench puts every- 
thing in its place—everything within easy 
reach. Tech-Bench adds valuable hours to 


your working day by cutting lost motion. 
Made of sturdy non-magnetic aluminum 
with a solid oak top, it will retain its new 
appearance permanently. The bright pol- 
ished aluminum is complimentary to any 
store fixtures. 








IMMEDIATE DELIVERY—$69.95 


JOHN A. POLTOCK & CO. 


WRITE FOR FREE CATALOGUE 
15 Maiden Lane New York 7, N. Y. 








L & R WATGH GLEANING MACHINES 


Master Model $69.50 
Heavy Duty Model $99.50 


NOW AVAILABLE 


Perfit “Hi-Form" Crystal Assortments 
(Cylinder, Pressed) 


Four Drawer Steel Cabinets 








384 Removable 384 Removable 
Compartments Compartments 
100 Labeled Hi-Form 201 Labeled Hi-Form 
Crystals Crystals 
$87.50 $160.00 





| Wn. R. Katz Co. 


A Jeweler's Supply House Since 1933 


Genuine American and Swiss Material 
Great National Life Building Dallas, Texas 

















— 
& VERYONE'S talking about Plastic-Seal, 


the miracle watch crystal that is GUAR- 
ANTEED FOR ONE YEAR not fo fall out, 
break, leak dust, chip, shrink, or discolor. 


PLASTIC-SEAL 


Watch crystals are made of sparkling 
clear, unbreakable lucite and plexiglass 
. . . precision sealed in your bezel by spe- 
cial process employing heat and pressure. 





@ CLEAR 
Fancy shap 85c 
Round shapes 50c 





@ FOUR POPULAR COLORS... 








Green... yellow... pink...and blue. 
Fancy shap $1.00 
Round shap 65 


We also specialize in Lucite cocktail crys- 
tals for most style watches . . . high- 
domes, flat-tops, extra-thicks and prisms 
. . . in crystal clear and colors, $1.25 each. 


Mail Orders Receive Special Attention 
Rushed Out in 24 Hours 


PLASTIC-SEAL 


WATCH GRYSTAL CO. 


57 Eldridge Street New York, N. Y. 
Tel. CAnal 6-1523 








_ 
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C—is a piece of 3” strap iron 
with a hole in one end through 
which D passes and is tightly rivet- 
ed. Two small holes are also drilled 
in C and are tapped to receive the 
screws which clamp the piece of 
clock mainspring B to C. B is an- 
nealed, shaped, drilled, and screwed 
to C; and the complete piece B, C 
and D is inserted in the tailstock. A 
drill of large pivot diameter is then 
inserted in a split chuck and the hole 
is drilled in B, and later chamfered. 
The plate B, and the rod A are now 
hardened. Both should be tempered 
to a dark blue except the parts 
which were to receive the pivots. 
These parts should be left dead 
hard. 


If care is exercised in the selec- 
tion of the most suitable thickness 
of clock mainspring, the right di- 
ameter of hole, and the proper depth 
of the chamber (See Fig. F), this 
tool will handle any size of balance 
from bracelet to 18 size. 


I use a high grade steel burnish- 
er as a polisher. 


Roller Remover Tool 
(Contest Article No. 62) 


About twenty years ago when 
watches smaller than 8+, ligne 
began to find their way in ever-_ 
increasing numbers to the work- 
shop, many new problems began to 
present themselves to the watch- 
makers at the bench. One of the 
first difficulties the watchmaker 
found himself up against was that 
of removing the roller from the bal- 
ance staff when a replacement had 
to be made. The many different 
tools which successfully accomplish- 
ed this for most of the calibers in 
use before that time, were either 
too large, or the jaws too thick, for 
the very thin balance hubs of the 
new models. 


The writer solved the problem by 
making the tool shown (enlarged 
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THE MERIT COMPANY 


JEWELERS’ AND WATCHMAKERS' SUPPLY HOUSE 
622 CITIZENS BUILDING 
CLEVELAND 14, OHIO 


24 HOUR REGULAR MAIL ORDER SERVICE 


ALL GENUINE MATERIALS 


Special Staffs Made to Order 
Send Us Your Sample 


HAIRSPRINGS VIBRATED 


Returned in 5 Days 
SEND BALANCE, BRIDGE, STUD AND COLLET 


YOUR MAIL ORDERS ARE SOLICITED 











116 NASSAU STREET 
IMPORTING CORP. NEW YORK 7, N. Y. 





“SURE-FIT”’ 
STAFF AND STEM 


ASSORTMENTS 


for 


SWISS and AMERICAN WATCHES 


O60 Soles 000s... ........-......2.... 
144 Swiss stems... a 
72 Swiss staffs... $13.25 
72 Swiss stems Kee a __.......$10.25 


Benrus, Bulova, Gruen, A Schild, 
Eta, FF, etc. Most popular Models. 


Above put in Sturdy, Durable Cabinets. Staffs and stems can also be had 
in smaller assortments of 24 and 48. Ask for our FREE CATALOG listing 


all assortments. 
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Cohen Bros. 


20 Eldridge St. New York 2, N. Y. 
WATCH MATERIALS 


Jewelers’ Supplies & Findings 
Hair Springs Vibrated - Dials Refinished 


Check Items Desired: 


C) 50 Punch F. R. Staking Set....$44.00 
(C80 Punch F. R. Staking Set...... 56.00 
C] Asst. 6 doz. G. F. Crowns, 
Yel., Pink, White, 24 btl. in 
Leatherette Cabinet .............- 6.50 
(1 12 doz. Swiss Stem Asst. in 
Cabinet with book illustra- 
tions 12.75 
0 ! Gr. asstd. round High-Dome 
G. S. Unb. to fit all Sweep 











watches 18.00 
[] Metal Ring Sizes, Standard 

Sizes 1.25 
C] Asst. of 50 Double Flange 

Adj. Spring Bars ........ss--sseee 2.00 


Merchandise Shipped C. 0. D. on 
Approval. Credit to Rated Accounts 











" /-—-S i 
rd 


/igor IMPROVED 2-IN-1 


TRUING CALIPER 





Two calipers in one precision-made 
tooll Takes both bracelet and pocket 
watch balances. Countersink in both 
sets of jaws take small size balances 
without obstructing roller table. Pre- 
vents breaking pivot points. Caliper 
tips are made of tool steel, hardened 
and blued for longer wear. Ask your 
wholesaler for Vigor Calipers #703 — 
$7.50 each. 


B. FADOW, Inc., New York 7 
41 MAIDEN LANE 
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three times) in the illustration. It 
is made of hardened and tempered 
steel. The photograph tells its own 
story. This tool has been in constant 
use for fifteen years. That it meets 
a need is proved by the fact that the 
dozen men in the shop use it con- 
stantly and exclusively. During all 
the years no roller has been so tight 
on the staff that it was impossible 
to remove it without damage to 
either the roller or the staff. There 
is no balance so small that the jaws 
cannot enter and their flat topped, 
cutting plier shape, always provide 
a solid and safe surface for the roller 
to rest on. Usually after the staff 
and roller have been placed in posi- 
tion for removal (as in the illustra- 
tion), a slight turn of the adjusting 


screw, contracting the jaws, is suffi- ° 


cient to remove a properly fitted 
roller. In stubborn cases, the uni- 
versal punch, shown beside the tool, 
must be used. There is a small hole, 
large enough to take the largest 
pivot of an eighteen size staff, hav- 
ing a shallow chamfer at the pointed 
end; the chamfer having been placed 
on the cone of the balance staff, a 
tap on the top of the punch with the 
hammer will release the roller. 


This tool has these advantages: 
It is practically indestructible. 
It is fool proof. 

It removes the roller quickly. 

It removes the roller safely. 
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It does not mark or damage either 
the roller or the staff in any way. 

It is universal. No watch balance 
is too large or too small for its em- 
ployment. 





Watchmakers’ Bench 
(Contest Article No. 150) 


Herewith are four pictures of a 
Watchmaker’s bench that I made: 

Picture No. 1 is a general view of 
whole bench. 

Picture No. 2 shows doors for fric- 
tion jeweling tool, poising tool and 
staking tool. 

Picture No. 3 shows these doors 
open and staking tool pulled out 
ready for use. Jewel reamers and 
pushers are mounted on a slide the 
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Figure 3 


same as the staking tool is, only it 
is in the top of the jeweling and 
poising tool compartment. 

Picture No. 4 shows the lathe, 
chuck drawer and turning graver 
drawer which is just back of the 
lathe in top of bench. 


The lathe is mounted on a lower 
level so that the same height chair 
can be used for lathe work as watch 
work. The center of the chuck is the 
same height as the top of the bench. 





KNOW YOUR VIBRATOR MAIL DIRECT 


SAME DAY SERVICE 





Flat $1.75; Brequet $2.50—Swiss and American 











@ Fitted to bridge. No levelling necessary 

@ Use only heavy mailing envelopes. Sent upon request 

@ Send balance bridge, balance stud and collet 

@ Contract estimates given to watch and clock manufacturers 


HAIRSPRING VIBRATING COMPANY 


P. O. BOX 330 UNION CITY, N. J. 
(Formerly in charge of Hairspring Dept., Bulova Watch Co.) 


CHARLES THOMAS 











CLOCK PARTS 


HARDWARE—IN STOCK 


Eagle Finials. $1.50 to $2.50 
Brass Finials for Toery Clocks...... 9.00 
(Set of Thr 


ee) 


Brass Side Arms for Banjos, pair.. 6.50 








Brass Cornices, each .................... 2.50 
Dials Made to Order 
Hall Clock Dial Spandrils........... 10.00 
(Set of Four) 
Fancy Halli Clock Hands, pair...... 3.50 
Hall Clock Second Hands............ 1.50 
Hall Clock Bells, each.................. 1.50 





Antique Mercurial Barometers Repaired 
Also Parts Made to Order 


LIST OF RARE CLOCK BOOKS ON RIQUEST 


MR. BARNY 


218 East 59th Street 
New York 22, N. Y. 
Tel: Eldorado 5-8694 


On your next trip to New York you are cordially 
invited to visit Mr. Barny’s famous Antique 
Clock Museum. 

















Turner —one of many precision timepieces manu- 
factured by Ulysse Nardin, a leader in excellent 
craftsmanship for a century. 
Distinctive jewelers the world over have long regarded 
the Ulysse Nardin label as the mark of merit in 
fine watchmaking. A limited number of dealer fran- 
chises are available. Inquiries invited. 


Also available for immediate delivery — 
full and small size Marine Chronometers. 












12 Kast 46th St. 
New York 17, N. Y. 
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Figure 3 

The skin drawer is wide enough 
to rest your elbows on while doing 
watch work. Bench is 42 inches 
high. 

On the door of the jeweling tool 
and poising tool compartment are 
poising saws and balance screw 
drivers; they are held in place by 
friction fingers as pipes are held on 
display cards in a drug store. 

Between the lathe and chuck 
drawer is a flat slide drawer like 
you find in an office desk. This is 
very handy for holding drawers 
from material cabinets while you 
are selecting material for a job. 
Also can be used to write material 
orders on. 
Dividing Jig 

(Contest Article No. 104) 

A job came in with a wheel which 
was in bad condition; several teeth 
had been broken out. Now the prob- 
lem was to replace the teeth evenly. 





This was quite a job without a- 


wheel-cutting engine. But this didn’t 
stop my appentice. From some scrap 
hardwood he found around the shop, 
he constructed a dividing jig (see 
sketch) wherein he was able to saw 
out the correct depth and width and 
space each new tooth evenly. 


rae) 


A |= — age 





S/et 
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(Continued on Page 118) 
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AK. At a meeting I heard a story 
about one of the members who went 
camping and found himself without 
a match to start a fire to cook fish. 
He said he used a crystal from his 
watch and in that way started a 
fire. How could this be, or was he 
telling a tall story? 


Answer: I have heard such stor-- 


ies before. The secret is that one 
can take a concave watch crystal, 
fill it with clear water, and by hold- 
ing the crystal so the sun rays will 
pass through the water and glass, 
have the same results as though 
the sun rays pass through a burning 
glass. Of course, the fire could only 
be started about high noon because 
the glass containing water would 
have to be held horizontally. 


WB: What is a stepping device? 


Answer: The stepping device is 
an attachment used when cutting 
the thickness of jewel settings. The 
stepping device is inserted through 
the draw-in spindle of the lathe 
head, fitting friction tight. The 
button head that fits through the 
spindle is threaded through the cen- 
ter through which the long rod ex- 
tends. This long rod is for adjusting 
the device to its proper position. On 
the end of the rod there is a small 
plunger attached that passes into 
the opening of the chuck. When 
used, this plunger must be slightly 
smaller than the diameter of the 
jewel setting to be cut. This plunger 
acts as a back-rest to hold the set- 
ting flat and it also controls the 
distance the jewel setting enters 
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Information 


Please... 


Directed by 


W. H. SAMELIUS, Chairman, 
Science of Horology and Technical Advisory Board 


the chuck. It is a convenient and 
time-saving device. Without this 
tool the jewel setting would have 
to be cemented to a brass chuck. be- 
fore cutting the setting down the 
required thickness. 

PS: How thick should a suspen- 
sion spring be for a 400-day clock? 

Answer: There is no given thick- 
ness for such a spring. These 
springs are selected the same as 
when you are fitting a -hairspring 
to a balance. As a rule the pendu- 
lum on 400 day clocks vibrates 
eight times per minute and as the 
pendulums vary in weight and di- 
ameter, each pendulum, consequent- 
ly, calls for a spring of the proper 
strength to suit the pendulum. 
These suspension springs vary in 
thickness from .003 to .005 inches. 

HES: I have a 16S pocket watch 
with the name “Sundial” Serial No. 
7359586 that has a patent date 
1884. Can you tell me who made 
the watch, and are they still in 
business? 

Answer: Our records do not re- 
veal a 16S pocket watch as per your 
description. Undoubtedly it was an 
imported Swiss watch that is now 
discontinued. However, is it possible 
that you have an 18S watch instead? 
If so, the Sundial Watch was made 
about 1895 by the Elgin Watch Co. 
It had a solid brass balance, nickel 
plates, 7 jewel. It was made on 


special order for one of the large 
Chicago jobbers during the depres- 
sion of that time. 

GHS: Referring to the formula 
for watch cleaning solution given in 































The Finest 
Grade of 
Work For 
Watchmakers 
Wishing The Best. 


@ Radium Applied 














From 
Maine to 
California 


@ Excellent Workmanship 
@ Prompt Airmail Service 


ROYAL DIAL AND 
REFINISHING CO. 


53 Second Ave. Bay Shore, L.I., N.Y. 







Est. 1920. 
Customers. 





ican Horologist, you claim some of 
the August, 1947, issue of the Amer- 
the brass settings come out of the 
solution with a dark film. 

Answer: This would indicate that 
the ammonia you are using is too 
strong and suggest you dilute the 
solution with water to the point 
where the solution removes the tar- 
nish and does not blacken the brass. 
Distilled water should be used, both 
in making the solution or reducing 
its strength. 

WHM: What is the best thing to 
do when immediately after drop 
lock, there is none or very little 
shake—showing a lack of freedom 
between the roller jewel and fork 
corner—and it is impossible to tilt 
the roller jewel backward? 

Answer: You say the drop lock 
is safe, but there is lack of free- 
dom between roller jewel and fork 
corner. May I suggest you turn a 
brass wire or soft steel wire to fit 
the curvature of the horns and then 
with a fine abrasive, grind out the 
horns, shortening the fork slot un- 
til proper freedom is obtained. 


(Continued from Page 116) 
MARCH CONTEST ARTICLES 


Pallet and Roller Jewel Setter 
(Contest Article No. 297) 


Here is a drawing of my pallet . 


and roller jewel setter. It is just a 
common electric soldering iron, with 
a plate screwed on the filament end 
of the iron. It has different sizes of 
holes for the pallet fork pivot to 
rest in, and a slot for the roller 
table to lie in while the roller jewel 
is being shellacked. This gives you 
a free hand to work with the jewels 
in order to move them back and 
forth, or really set them on the 
perfect angle. 


ie: e[7777> 


Swite#H -——<— 
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Convenient Watch Rack 
(Contest Article No. 298) 


I have adopted a convenient meth- 
od which eliminates the handling of 
repair watches to put them in the 
safe at night. These racks can be 
put in the safe without removing 
the watches, can be hung in a case 
or frame on the wall, and occupy a 
space of only about six inches in 
the safe. They can be made to any 
desired length, of course. The occa- 
sional damage which results from 
handling is thus minimized. — 














a 
Three ft 
1) | ky | se | 
ifs) :2¢h | 
[Mees Lt | 
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Contest Winners 
December 
First Prize _......... _Article No. 285 
Second Prize -..... _Article No. 283 
Third Prize _.......... Article No. 286 











Editor’s Note: In the October 
issue of The American Horologist & 
Jeweler, in Contest Article No. 269, 
the small staking tool used on the 
steel block to make an inverto style 
staking tool is known to the trade 
as NIT SIZE, not NIL size. Also, 
the cost is about $4.00, not $400. 
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When Ordering 
Specify Size and Model of 
Movement 








GEMOLOGY 


The Science of Gemstones 


Precious Metals . . . Jewelry 
. . . Silverware 


Correspondence 
Resident and Short Courses 


Unlimited Enrollment 


Approved for Veterans 





Gemological Institute of America 
ESTABLISHED IN 1931 


A Non-Profit Educational Institution 


as ai 








= ~ 


541 South Alexandria Avenue 
Los Angeles 5, California 
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Psi Delta Omega 
Fraternity Grows 


eltaOmenttrate,., 
; yeiil ‘ Alpha Chapter Merit 
: $a 


Braves ye Bath 


Seorge DW Chase . iit 





is the 
certificate of the Alpha chapter, Psi Del- 


Reproduced here membership 
ta Omega, of the Bradley University 
Horological Department in Peoria, Ill. 
This was the first chapter of the watch- 
makers fraternity to be formed; recently 
the second, or Beta chapter was organ- 
ized in Denver at the American Academy 
of Horology. The Alpha chapter certifi- 
cate is 9” by 12” and has a gold frater- 
nity seal with blue and gold ribbons. Any 
student who becomes a member of the 
fraternity and is in good standing after 
six months is eligible for a certificate, 
and an alumnus may obtain one by for- 
warding $2.50 to the fraternity. 


School Publication 


A 16-page issue of The Stemwinder, 
student paper at the Kansas City School 
of Watchmaking, carried an interesting 
variety of news, features, and technical 
information in January. The December 
graduating class in watchmaking,was pic- 
tured at the banquet table, where diplomas 
were awarded, on December 24. There 
was a story about the 500 men who 
graduated from the school in 1947. The 


future of the watchmaking industry was 
discussed, using excerpts from the pub- 
lication, Domestic Commerce. Reports 
were given of activities in the Jewelry 
Repair, Stone Setting, and Engraving 
School classes. Sports were not neglected, 
and there was a page devoted to alumni 
news. 


Watchmaking School in 
The Nation’s Capitol 


One watchmaking school in this coun- 
try has the distinction of being located 
practically in the shade of the Capitol, 
in Washington, D. C. It is the Washing- 
ton Technical School, Inc., 911 Pennsyl- 
vania Ave., N. W. 

Set up for an 18-month course, the stu- 
dent’s mechanical ability, previous exper- 
ience, and his willingness to learn really 
determine his rate of progress. Because 
teaching is based on an individual instruc- 
tion plan, students may enroll at any time 
during the year, and progress as fast as 
he is able. 


Workmanship Classifications 


I. Simple tools required in course 
(such as gravers, punches and 
etc.) 

II. Simple tools not required in|, 
course. 

III. Set of tools required in course 
(such as set of punches, gravers 





and etc.) 
IV. Set of tools not required in 
course. 
V. Watch parts (springs and 
clicks.) 
VI. Balance staffs. 
Vil. Jeweling. 

VIII. Complicated work (such as spe- 
cial tools required or not re- 
quired, face plates, truing cali- 
pers, poising tools and etc.) 

IX. Drafting. 
X. Models. 

















leweler 





‘y was 
2 pub- 
eports 
ewelry 
raving 
‘lected, 
alumni 


coun- 
ocated 
‘apitol, 
Shing- 
nnsyl- 


1e stu- 
exper- 
really 
ecause 
istruc- 
y time 
‘ast as 





ons 


ourse 
; and 


purse 
avers 


d in 


and 


spe- 
, Te 
cali- 











MARCH, 1948 


121 





U.H.A.A. School Workmanship 
Contest Announced! 


OPEN TO ALL STUDENTS 


Again at this year’s U.H.A.A. convention—June 17-20, 1948, Lord 
Baltimore Hotel, Baltimore, Md.—schools and students will have the 
opportunity to compare their work and skill with comparable groups 
from all sections of the country. 


GRAND AWARD 


The 1946 convention was the first time that an effort was successfully 
made to hold this type of competition. The interest was so great and 
comment so favorable that in 1947 Orville R. Hagans instituted the 
annual Hagans’ award for outstanding student workmanship. 


COUNTRY-WIDE COMPETITION 


Entries for 1947 surpassed those of 1946 in both quantity and quality, 
and 1948 will undoubtedly set new records in both respects. 


QUALIFIED JUDGES 


As in the past entries will be identified by number only, and judging 
and monitoring will be done by completely impartial and competent 
judges selected at the convention. 


THREE PRIZES 


The handsome Hagans silver plaque will be awarded the best entry 
in all classifications. And three U.H.A.A.’s certificates in color, 
suitably lettered, will be given to the first, second and third place 
winners in each classification. 


CLASSIFICATIONS PRECEDING PAGE 


There is no limit to the number and classifications a student may 
enter. This is each school’s and student’s opportunity to win national 
recognition Details on how to submit entries will be given in full in 
the next issue. Plan your entries NOW! 


<@— ENTER IN THESE CLASSIFICATIONS 











>. AB-AZ-AP-BD- AY - AC- AX- AK 
AN-AO - AR-AT - BB-BA 


W-AF-AU-A-M 
Watches: AR - AY - BH - BF 
Write for descriptive Circular © 


Carl Schneider 


WHOLESALE Watches + Jewelry 
MATERIALS and JEWELERS’ SUPPLIES 
700 Chestaut Street Philodelphia 6, Po. 


re 


poe tang Gn s Sem 
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WATCHMAKERS!— JEWELERS! 





‘GET OUR ALL-INCLUSIVE 
TOOL & MATERIAL CATALOG 


Including Identification Chart 


g- See before you buy. Over 450 
. ILLUSTRATIONS. FREE TO 

* TRADE. (Our supply of catalogs 
is limited. Please don’t ask for a second 





copy but write for our latest revised price 


list with reduced priees and additional 
items and our new complete, illustrated 


list of Swiss and American material as- 


sortments.) 


x* * * 

We Carry Complete Sets of Tools 
We specialize in ALL books on Watch- 
Clockmakers, Jewelry and Engraving. 
FREE LITERATURE 








STUCK FOR PARTS? 


Don’t return any watch or clock! 
We can supply most “hard to get” 
parts from our large stock. With 
each order state name, size and 
make of movement, if possible. Send 
old parts and setting bridge. (See 
our identification chart.) 


MODERN TECHNICAL 
BOOK & TOOL CO. 


Dept. MAH 55 W. 42nd St. 








New York 18, N. Y. 











Price $9.75 


Pat. Pending 


Don’t be a Slave to 





Highly Polished Aluminum to Match Lathe................... $9.75 


Eliminates holes on bench. Makes every job easier. 
Movable to any position. No vibration. 


niin dh pm <2a. te mn eee ee ae ee hUCUlUS 


= —_ 


C. D. BLAIR 


Manufacturing Jeweler 
2422 27th Street 


your Lathe. 


Send check, or will 
ship C.O.D. 





Lubbock, Texas 
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Betas Honor 
Charlie Purdom 
Betas Honor Charlie Purdom 


Charlie Purdom, WatchMaster’s most 
energetic salesman, was presented an hon- 
orary membership in Beta chapter of Psi 
Delta Omega fraternity during one of his 
instruction sessions in Denver recently. 
The presentation was made by chapter 
president Martell Grover, in recognition of 
Mr. Purdom’s long and active help to the 
profession of watchmaking. 

At the February 18 meeting of the Beta 
chapter in Denver, members were for- 
tunate in having Samuel Sherman, vice- 
president of the May Company, as guest. 
He answered questions in a question-and- 
answer period on such subjects as: setting 
up a small business, meeting competition, 
personality in business, and_ business 
trends in 1948. 


Glendale, Calif, Has 
Watchmaking School 


Word comes from Glendale, Calif., that 
the Scientific School of Watchmaking, 
3923 San Fernando Road, is offering an 
intensive 60-week course in watchmak- 
ing, under the direction of Gene C. De- 
Baud. 

The school has a capacity of 75 students 
and is approved for able and disabled vet- 
erans. It is in continuous operation six 
hours a day, five days a week, exclusive 
of Saturdays, Sundays and legal holidays. 
Each student has access to the necessary 
precision tools of the trade, and as he 
progresses in his studies he receives a 
set of watchmaker’s hand tools. The cur- 
riculum and lessons of the U.H.A.A. are 
used, as well as charts and other visual aids. 

Mr. DeBaud states that all of the work 
is arranged in project form and each 
project must be completed before the 
student goes on to the next. Projects are 
graded, and written examinations are 
given at the end of each of the shorter 
phases or at 1%-month intervals in the 
longer phases of the training. 

Both the director of the school and the 
chief instructor, Joseph M. McCabe, are 
well qualified for their work. Mr. DeBaud 
has ten years’ experience teaching and 
supervising technical training programs. 
During World: War II he was responsible 
for establishing precision schools for in- 
struction in all types of time pieces, bomb 
sights and instruments, for the R.C.A.F. 
Transferring to the U. S. Army Air 
Force, he was first technical training in- 
spector and later director of a technical 
school in Biloxi, Miss. In 1946 he was in 
charge of a five-state area in the West, 
and, with a group of specialists, visited 
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Jiffy 
Cannon Pinion Remover 


(Pat. Pend.) 


Price 


$3.15 


"It pays 
For Itself" 





Ask Your Favorite Supplier 
Or Write 


Jiffy Tool Company 


P. O. BOX 1016 
Wichita Falls, Texas 











| \\ VEW IMPROVED 
oe DIAL REFINISHING 


FAST AIRMAIL SERVICE 
DIALS REFINISHED LIKE ORIGINAL 
RADIUM APPLIED 


Superior Workmanship 
Specialists Since 1922 


) DAY SERVIC 


MANUFACTURING CO. 
64-66 Nassau St., New York 7, N. Y. 
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Williams Universal 
Waterproof Case 








Pat. No. 2418999 


1. For Hexagon or Octagon Backs. 
Types (A). Select pair of jaws 
to conform with edge of case, re- 
lease wing nut until disc clears 
lock stud, rotate disc to proper 
position, tighten wing nut until 
thumb plate slides easily, push 
thumb plate forward HARD, con- 
forming jaws to back of case, 
tighten wing nut HARD, press 
downward on tool to retain en- 
gagement of jaws. Turn back off 


2. For Slotted Backs. Types (B). 
Use 3 jaws as above, or 2 op- 


jaws. 


3. For Small Impression or Holes. 
Types (C). Use 2 opposing jaws. 


Jaws—High grade steel tempered 
to proper rockwell hardness 


for durability. 


Price of tool complete—$5.00 


Distributed by 


H. & H. Horological — 


Supply Co. 


1549 Lawrence Street 
Denver 2, Colorado 
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colleges, universities, and trade schools 
in the area, presenting to them the meth- 
ods used in teaching technical subjects 
and including the use of visual aids. 
‘Joseph McCabe is also a World War I] 
veteran and he has had 14 years’ exper. 
ience in the watchmaking trade. He holds 
a Massachusetts State Board of Educa- 
tion certificate as a watchmaking instruc. 
tor. 





ANNIVERSARY PROMOTION 


(Continued from Page 76) 

“The life span of the American 
public has increased due to better 
health conditions, better nutritional 
knowledge and preventive medicine. 
People live longer—including mar- 
ried people, of course. Hence, today, 
married people who stay married 
have more wedding anniversaries to 
celebrate than did their forebears of 
a century ago. On this subject the 
Metropolitan Life Insurance Com- 
pany, for example, says: ‘For the 
average young couple entering mar- 
riage today, the chances of surviving 
together to their golden wedding 
anniversary are just about twice of 
what they were of the average 
bridal couple of fifty years ago.’” 

Another finding of the Council in 
its research work is that despite the 
lack of organized, systematic pro- 
motion of wedding anniversary cele- 
brations, there were indications of 
an increasing desire for such cele 
brations on the part of the American 
public before World War II. 

“Those indications,” the Council 
says, “are to be found in statements 


made in a book called ‘Anniversaries ° 


and Holidays’ published in 1944 by 
the American Library Association. 


Bestfit 


means best 
quality in 


STARES 


Now packed in sealed envelopes for 
your protection. Ask your jobber. 
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Letters to the Editor 


Will Trade Old 
Watch Parts for Cases 


Editor: 

I am writing about my collection of 
Verge Escapement watches. When I read 
your answer to Jack Gilling, in the De- 
cember issue, I looked over the collection 
again. I have one watch by T. Weldone 
of London that is an exact duplicate of 
the one pictured. Also, I have one by 
Joseph Johnson of London, one by Duchene 
of Geneva, one by Rose & Son of London, 
one by Berthoud of Paris, and one by 
Thomas Gould of London. One watch is 
marked Quartier au Locle and it is the 
best of the lot. I have a large box full 
of plates, gears, barrels, and fancy. bal- 
ance cocks, and quite a few dials by many 
different watchmakers. 


None of these watches are in running 
condition, but I think I could complete at 
least three of them with a little work. 
I found them all in an old jewelry store 
that had been in business more than 100 
years, in a room that had not been entered 
for 40 years. Wooden cabinets for old 
clocks stored there fell apart when 
touched. 





In the entire group there wasn’t a case 
for any of the watches. If anyone needs 
parts and I can trade for a case, I will 
gladly trade or even give them parts and 
fix their watches if I can find satsifactorv 
parts. The chains for the fuzee are not 
too good, and very few balances have 


good pivots. Tom Armstrong 


Watertown, Wis. 

(Any collection is worth putting in running 
order, and yours, which is a nice one, would be 
finer ne if it were in running order. 


CHICAGO 2 
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THE NEWALL MFG. CO. 
ILLINOIS 











DIALS REFINISHED 


We offer a service in dial re- 
finishing that is unexcelled. 


All work is done by hand to 
insure perfection of finish. Fine 
quality work at prices within 
reason. Drop us a card today. 


FAYMA DIAL 


REFINISHING 


146 FORSYTHE ST. NEW YORK, N. Y. 









yraaos mann 


—THE MAINSPRING OF QUAL- 
ITY AND ENDURANCE, for 
American and Swiss Watches, made 
of the finest steel, accyrately 
gauged, evenly tempered. 
NU-TEMPER FEATURES 
@ Denison and metric gauges on 
the envelopes. 
_ @ Tongue-ends and undercut end- 
tips insure proper grip on barrel. 
@ Individually packed in moisture 
proof envelopes for protection 
against weather. 
NU-TEMPER MAINSPRINGS 
ARE DEPENDABLE 
Sold Through Jobbers Only 


Sole distributors of NU-TEMPER and 
JUSTRITE Products 


Glarden Importing Co. 
116 Nassau St. New York 7, N.Y. 





PATRONIZE HOROLOGIST ADVERTISERS 
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Debbie 
1/10-14K 
Watch 








Crowns 


4-Tone Wood 
Translucent 
Fancy Boxes 


12-24-36 Waterproof Crowns—12 bottles—1-2-3 > each. 


No washers for Elgin-Keystone—Chrome bay in 3 di- 
ameter sizes. Taps 10-9-7-6. Will fit m Swiss cases 

having rubber washers. Also Yellow- Pink- ‘White 1/10-14K, 
No. 1412—1 each of 12 crowns.......... Price $ 4.95 
No. 2412—-2 each of 12 crowns.. 
No. 3412—3 each of 12 crowns.........Pri 
Contents and Price List of Other Assortments, 

also Refills Available Upon Request 









~DEBRIE, -CDSERING BAR) =) 








41 SIZES, a a= } many PRICE PER DOZEN 


r Dozen 
Male Lengths—3% 7/16, B71 Se 116, %, 18/18, 3 
Female Lengths 4. 9/16" 5 11/18, 9 43 /Aé, x » 

















Male Female Male oer 
7 —" 1% a 1% = 143 Siac 
Knife a. Per Doz 
42 SIZES, WITH KNIFE-EDGE FEATURE, PRICE PER DOZ, 


Male Lengths—11/32, %, 7/16, %, 9/16, %, 11/16, %, 
Female Lengths—%5, 9/16, 5%, 11/16, %4, 13/16, % 





Male Male |Female] Male | Female| Male 
2M/M PS 2M/M |1% M/M|1% M/M|1% M/M 
-60 1.20 1.00 1.00 1.20 1.20 




















Contents and Price Li 


CREST SERVICE 


186 William Street New York 7, N. Y. 


M. B. LESSER, Inc. 
JEWELERS & WATCHMAKER’S SUPPLIES 


6 Maiden Lane 
New York 7, N. Y. 


L & R Cleaning Machines, $69.50 
Zenith Cleaning Machines, $49.95 


on Request. 





ALL SWISS AND AMERICAN WATCH 
PARTS, ETC. 
Direct Distributors 
G & F STAKING TOOLS 
“QUICK FIT’ AND “BEST FIT" 
ASSORTMENTS 
G. S. FLEXO WATCH CRYSTALS 
FULTON WATCH CRYSTALS 
ELECTRO SEALS FITTED 
Mail Orders Filled 


24-Hour Service 














The American Horologist and Jeweler 


How to Determine 
Watch Rate Variations 


Editor: 


In the absence of a rate recorder, when 
insufficient time prevents the second hand 
check and 24-hour rack runs, Contest 
Article No. 188 (American Horologist for 
April, 1946) may be said to present the 
best method of watch rate approximation 
for 18,000 beat trains. The suggested 
18,060 beats per hour, or a standard rated 
4'48” fast, enables any watchmaker with 
good hearing to determine a rate variation 
of the movement, even in bracelet sizes, 
when clean and taking a good motion. 


I have found a high quality 16 size 
chronograph ideally suited for the pur- 
pose, instead of a straight movement, 
electric clock, pencil and paper, inasmuch 
as the 12-hour dial may be used as the 
indicated rate, or check of the standard’s 
rate. A chronograph minute recorder al- 
lows one to keep the chronograph against 
his ear at all times, and the stop feature 
of the sweep-second indicates exactly the 
elapsed seconds graduations between the 
synchronized beats of the standard and 
the watch being checked against it. 


The error between the 18,006 and 18,060 
beats may be seen to represent only two- 
fifths of a second per complete second 
revolution, which is well inside the toler- 
ances of the ear under these conditions. 

J. D. Wells 
Burbank, Calif. 


What Is Isochronism? 


Editor: Can you give me a clear defini- 
tion of the word “isochronism”? Also. 
I’d like to have a book giving definitions 
for terms used by watchmakers. 


H. H. Horney, 
Augusta, Ga. 
(Here is a definition which we hope will help 

you. “Isochronism is the property of a balance 
and hairspring assembly or pendulum to keep 
the same rate whatever may be the motion.” 
As for a book of definitions, you will find F. J. 
Britten’s The Watch and Clockmakers 
very helpful. It is available through the book 
department of The Ameriean Horologist & Jeweler. 
Editor.) 


In Which Direction 
Should Pivot Turn? 


Editor: 

When polishing a pivot on a pivot pol- 
ishing lathe (with a bow attachment) in 
which direction should the pivot be turn- 
ing in relation to the burnishing tool? 

(The pivot should rotate in the direction which 


is opposite to that of the burnisher. Otherwise 
the tool does not cut. Editor.) 
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Watchmaker Warns Against 
Too Much Reliance on 
Timing Machines 


Editor: 

Some time ago I wrote about having mv 
timing machine modernized. It is seven 
years old. I said that to be without the 
machine for from four to six weeks would 
be unbearable and it would be almost im- 
possible for me to do my work. I in- 
quired about renting a machine while mine 
was being repaired. 

In the reply it was suggested that I 
send the machine to a branch shop where 
the work would be done in four or five 
days. 

Reading my own words made me realize 
how foolish I was to place such stress 
on the importance of a machine. Before 
acquiring it, I had been repairing watches 
successfully for twenty years. Many stu- 
dents graduating from horologist schools 
which are equipped with the finest, most 
expensive machinery may feel they can’t 
work completely in a shop or open their 
own business if the equipment is not as 
complete as they had in school. I feel 
they should be instructed in such a wav 
that they can do as fine a job with a 
minimum as well as a maximum of eauip- 
ment. They should learn that it may 
take longer in timing, but that their work 
can and should be just as satisfactory. 

George F. Wisden 
Springfield, Ohio 


About Masonic Watches 


Editor: 

Recently I had a chance to examine a 
watch made by the Dudley Watch Co., 
Lancaster, Pa. The watch was a 12 size, 
19-jewel and the train and balance bridges 
were cut out to represent the various 
Masonic signs and symbols. Can you give 
me any information in regard to this 
wateh—when it was manufactured, 
whether it is still in production and 
whether it originated and sold as a Ma- 


sonic watch ? 
Laura G. Cradit 
San Benito, Texas 


(The Dudley Watch Co., of Lancaster, Pa., made 
& considerable quantity of 12 size Masonic 
watches before going out of business in the 
early 30’s. As a matter of fact, their main prod- 
uct was the whktoh you mention. 
be too expensive to manufacture, and 
ey was forced out of business. 

partly with parts, 

Ditisheim ¢Solvil) parts, and these are probably 
no longer available. Editor.) 
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ANDZEL 


CROSSCURVED MAIN SPRINGS 


Patented—Made in U.S.A. by 
WATCH-MOTOR MAINSPRING CO., INC. 
Supplied for All Makes of Watches 


Stems - Staffs - Material 
For Swiss Watches 
Now In Stock 


Prompt Deliveries Are Assured 
By 
American Mainspring 
& Dial Service 


42 W. 48th $e. New York City 
Dial 
Write for Catalog Ne. 11, also 

















WATCH CRYSTAL FITTERS! 
WHOLESALERS! 
JOBBERS! 


We supply ALL your fancy watch 


crystal needs with our COMPLETE line of: 
FINISHED CRYSTALS 
Regular Thick, Double Thick and Colored 


BLANKS CRYSTALS 
Regular Thick, Double Thick and Colored 








ROUND BLANES 
Regular Thick and Double Thick for SWEEP- 
SECOND only 


CYLINDER and FLAT-TOPS BLANKS 
Retailers—Steel Cabinets Finished 
Crys ortments 


ystal Ass 
Wholesalers for full information, write or call 


Federal Watch Crystal Co. 


129 Fulton St. New York 7, N. Y. 





very 


“CATALOG ON REQUEST 


K.B.F. DISTRIBUTING CO. 


Watch Materials, Findings & Watch Attachments 
68 Nassau Street, New York 7, New York 
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Needs Some Help on 
Odd-Beat Watches 


Editor: 

I need a little information in regard 
to odd-beat watches since I have a new 
Watch-Rate Recorder and am having trou- 
ble determining the beat of some of the 
small Swiss watches. 

First, is there a book of any kind on 
the market giving this information? In 
case there isn’t, would you give me the 
beat per hour of the following models: 

FF-120 


The American Horologist and ]eweley 


As-970 (I think it may be standard) 
As1976 
AS-1194. 


Harry K. Hill, 
Berryville, Ark 
(The watches mentioned in your letter are alj 
18,000 beats per hour. As far as is known, there 
is no book published which gives numbers of 
beats of specific watches. However, Charles 
Purdom’s book, Scientific Timing, should help you 
in the use of your machine for that purpose. This 
book is available through the book department 
of The American Horologist & Jeweler. However, 
if your machine is of the continuous tape 
I would suggest writing to the Henry Paulson 
Company, 131 S. Wabash Ave., Chicago 3, IIL. for 
information on odd beats. Editor.) 





It’s been a cold winter. In Den- hands around to 2:34 a. m., and 


ver, Colo., the temperature dropped 
to an unusual 20 degrees below zero 
one night in January and that was 
cold enough to stop a clock. The 
mammoth timepiece atop the city 
and county building pushed its 






Bird Boxes, Musical Antiques 
Releathered 


CHARLES ALTER 


2345 Coney Island Ave., Brooklyn, N. Y. 
CUCKOO MATERIAL PRICE LIST 


stopped. The maintenance engineer 
said that the mechanism was all 
frozen up and that the oil and 
grease were completely congealed, 
He just had to wait until it thawed, 
to change the oil. 


CUCKOO-BELLOWS 


All Sizes—All Kinds 
French Imported Kid-Skin 
6 Month Guarantee.................................-.- pair 
(Old Bellows Releathering, $2.75) 
White Clock Hands, any designs, $1 pair 














Canadian representative: 
Chas. A. Branston, Ltd. 

2508 Yonge Street, , 
Toronto, Ontario, Canede 








- - - Dependable Power 
for Jewelers’ Lathes with 
RACINE - UNIVERSAL MOTOR 


THIS newest model RACINE-Universal Fractional Horsepower 
Reversible Motor provides always-reliable lathe power service. 
It's a 1/12 h.p. unit built to exacting precision standards for 
the watch-making industry and jewelers’ repair shops. Dynami- 
cally balanced armature . . 
crackle finish . . 


. housing with durable, attractive 
. amply wide base pedestal. Allen-Bradley 


foot rheostat gradually increases speeds to maximum — 13, 
r.p.m, without load, 6,000 
Write today for full details. 


RACINE UNIVERSAL MOTOR CO. 


1637 


r.p.m. with full load. 







GOOLD STREET, DEPT. H12, RACINE, WIS 
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Industry News 





Waltham Watch Co. 
Shows Valuable 


Collection of Watches 


The Waltham Watch Company, Ameri- 
ca’s first watch manufacturer, is current- 
ly acknowledging a debt to posterity and 
to the Old World by exhibiting in its main 
office at Waltham the Franklin Dennison 
Collection of rare, antique watches. The 
old watches were left to the company by 
the son of Aaron Dennison, who founded 
the Waltham company nearly a century 
ago. 

_ = people today are aware of the 
antiquity of watchmaking. Most of us in- 
cline to think of the watch as a product 
of our own times. While it is true that 
possession of a watch was reserved to a 
privileged few until mass_ production 
methods were introduced into the watch- 
making industry, the watch itself is an old 
idea, as the Dennison Collection amply 
testifies. Some of the exhibited watches 
are 400 years old. There is one which 
decorated the person of George III, that 
British monarch never to be forgotten 
by New Englanders. An unusual watch 
dating from 1790 was the first watch ever 
made with an off center second hand. One 
watch with an alarm arrangement dates 
from 1595. 

These works of the hand bear witness 
to the craftsmanship and ingenuity of 
men when there were no machines as we 
know them today. The Waltham Watch 
Company has a very interesting little 
folder that describes this magnificent col- 
lection of watches and illustrates a num- 
ber of them. A copy can be had by ad- 
dressing the Waltham Watch Company, 
Waltham, Mass. 
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MASTER 
WATCH CLEANING 
MACHINE 


‘The Most Popular Machine 
a ver Built’ 69.50 


6 
SOLD EXCLUSIVELY THROUGH 
WATCH MATERIALS JOBBERS 





SEND FOR 


SENSATIONAL 


LOW PRICE LIST 
GUARANTEED WATCH MATERIALS 


Swiss Stems....... sidan wdceaal 60c Doz. 
Fine Swiss Staffs............ $1.25 Doz. 
G. F. Crowns 75¢ Doz. 





Gen. Dumont Tweez'rs 3c $2.25 Pr. 
Send Check, Money Order or C.O.D. 


Hermol Material Supply 


22 West 28th St. New York 1, 





Sizes from 1-64 always 
in stock. In half sizes 
from 1-10. None genu- 
ine unless stamped 
JEVIN on face. Stocked 
by all leading material 


dealers. 

 * Fee ere $7.80 
SS ee $7.20 
ee $6.60 
SS. ae $5.10 
No. 3-64 ..... $3.60 











Cosmopolitan 


Watch Material Importing Co. 


Importers of Fine Quality Watch 
Materials and Tools 


87 Nassau St. New York 8, N. Y. 
Specializing in 


QUALITY AND QUANTITY 


BALANCE STAFFS HANDS 
RUBY JEWELS PLIERS 
MAINSPRINGS TWEEZERS 


Sold Through Jobbers Only 
Reg. Trade Marks 


EXACT COSCO COSMO 











a ee 
MASTER 
WATCH CLEANING 
MACHINE 


—— ‘The Most Popular Machine 
if 7 ail Ever Built 69.50 
| SOLD dimeueel THROUGH 

WATCH MATERIALS JOBBERS 








NOW, 


you can convert your 
old style, agate jaw 


JEVIN, 
POISING TOOL 
into an up-to-date Ruby Model. Our fac- 
tory will replace the old agate jaws with 
the new knife edge Ruby Jaws, 
full % inches long, for only . . 9.00 
LOUIS LEVIN & SON, INC. 


782 EAST PICO BOULEVARD 
LOS ANGELES 21, CALIFORNIA 














ACON 


THE GUARANTEED 
WATCH CROWN 


Samples Free to Jobbers. 
Write Today. 


Acon Watch Crown Corp. 


Manufacturers of Gold-Filled Crowns 
Sold Through Jobbers Only 


94 Canal Street New York 2, N. Y. 

















DOMES & FLAT TOPS 
Available to 
CRYSTAL CUTTERS AND JOBBERS 
Each glass is carefully selected 
and guaranteed perfect. 
Send for List of Sizes 


ABS WATCH CRYSTAL CO. 


93 Nassau St., New York 7,N. Y. 
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Bakers Dozen of 
Champions Honored 


Thirteen champions—sports headliners 
who dominate their field of athletics— 
were presented with Lord and Lady Elgin 
watches recently by Sport magazine in 
the first of a series of similar annual 
athletic awards. 

Twelve top performers of 1947 were 
announced, together with a champion of 
champions—one who made the greatest 
individual contribution to the nation’s 
over-all sports picture. 





Ernest V. Heyn, editor-in-chief of Sport 
magazine, presents a Lord Elgin wrist 
watch to Jack Kramer who, in the opin- 
ion of 11 of the nation’s top sports au- 
thorities, dominated the tennis field 
during 1947. 


The champion of champions for 1947 
was Joe DiMaggio, centerfielder of the 
New York Yankees. His award was a 
Lord Elgin Honor pocket watch with the 
inscription: 

“To Joe DiMaggio, Sports Champion 
of the Year—from the Editors of Sport 
Magazine, January 1, 1948.” Jack Kram- 
er, tennis; Ann Curtis, swimming; Armed, 
horse racing; Gil Dobbs, track; Bobby 
Locke, golf; and Babe Didrickson Zahar- 
ias, golf. 


Judges of the top performer contest 
were eleven recognized sports authorities 
from all sections of the United States. 
including both journalists and broadcast- 
ers. They were: Grantland Rice, New 
York SUN; Bill Cunningham, Boston 
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POST; Braven Dyer, Los Angeles TIMES; 
J. Roy Stockton, St. Louis POST-DIS- 
PATCH; Arch Ward, The Chicago TRI- 
BUNE; George White, Dallas NEWS; 
Fred Russell, Nashville BANNER; Red 
Barber, Columbia Broadcasting System; 
Paul Jonas, Mutual Broadcasting Com- 
pany; Bill ‘Stern, National Broadcasting 
Company, and Harry Wismer, American 
Broadcasting Company. 


“Qzzie and Harriet” 
Switch to Friday 


On January 2, the first week-day night 
network radio program of the silverware 
industry was inaugurated when the Inter- 
national Silver Company’s “Adventures of 
Ozzie and Harriet” was broadcast over 
147 CBS stations at 9:30 p. m., Eastern 
Standard Time. 

International and its predecessors have 
been pioneers in advertising since 1825. In 
moving this popular family-type show 
from Sunday to Friday night, they ex- 
plained that it would be possible for more 
people to hear it and the story of Inter- 
national silverware. 


New Company Makes 
Small Tools 


A new manufacturing company has 
been organized to produce precision taps, 
dies and other small tools for opticians, 
watchmakers and jewelers. They solicit 
those jobs which most manufacturers find 
too costly to undertake. The company will 
be known as WOODRUFF & STOKES 
COMPANY and will be located at 585 
Washington St. Quincy, Mass. One of the 
organizers is C. S. Woodruff who for the 
past seven years has been in charge of 
production with the J. I. Morris Company 
of Southbridge, Mass. 
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AMERICAN WATCHES 
Ladies & Gents Wrist 
Hamilton 992B, Elgin, 


W. C. Ball and Waltham R. R. models 
Like New > Original Cases 


Write for Price List 
MARK-NELSON WATCH CO. 
1212 Holland Building, St. Louis, Mo. 


LEARN 
WATCHMAKING 


Prepare now for a good paying job or 
your own business. Intensive, practical 
training by experienced watchmakers. 
Write for details. Specify if veteran or 
non-veteran. 

Approved for Veterans 
Scientific School of Watchmaking, Dept. AH 


3923 San Fernando Road 
Glendale 4, California 

















TOOL STEEL OY 


Ye 
DRILL ROD SS 


25 RODS SAMPLER KIT 25 SIZES 











Ground and Polished to a Perfect Finish 
1001 Uses for Craftsmen, y 
For Making Fre e machining, | FREE 
easily worked, 
Punches cay wae eels png Ee Kit 
Chisels file hard or har- | steel comb, rule 
Engraving dened to spring | and depth gage 
Tools re ge with pocket clip 
Shafts, Ete. | included! — = 


FLAT TOOL STEEL 
The Precision ground flat tool steel with the satin- 
smooth finish. Simple to work, easy to harden, 
ready to use. 
SHOP ASSORTMENT ..$4. 
5 dif. eats to 1/8" “thick, 1/2” “wide; iy” long 
TH Ki 


ITS—$6.50 
Complete ALUMINUM—BRASS_- STAINLESS and 
TOOL Stocks 


Include 25¢ postage on orders under $5.00 
BESSEMER STEEL COMPANY OF 


AMERICA, Dept. NC-15 
1958 W. 59th St. Chicago 36, Illinois 








WATCHMAKERS— 


You’ll appreciate your 


‘SCRIBER’ 


For marking watch cases, or any 
metal, glass or other hard sub- 
stances, where a non-erasable 
mark is required. Use like an 


ordinary _ pencil. Pe 
shaped handle of . 
plated and CARBIDE tin Point. 
(The hardest known su next 
to a diamond). 

Order yours today, satisfaction 
guaranteed. 


73 “Laer 
No. C.O.D.’s, please 


GUILD MFG. & SUPPLY CORP. 
Box 13, Highlands Denver 11, Colorado 





















DISTRIBUTORS OF 


oe 


Watch Materials, Jewelers’ Supplies 
I1ONASSAU ST. NEW YORK7,N.Y. 








ZIRCON loose. Genuine Siam Imports. 
Pure white. Special: 3 Gen- 
uine Zircons, from % kts., to 1% kts., 2 
gleaming gems complete $6.00 tax included. 
We can supply Zircons in all sizes and 
mountings of all types. Send order or write 
for details today. 


B. LOWE, Holland Bidg., St. Louis, Mo. 














Watch Cases and Materials 
IN STOCK FOR IMMEDIATE DELIVERY 
Swiss Radium Hands. Assorted $1.00 per 
dozen pair 


J. SHAKIN CO. 


Wholesale Watch Materials & Jewelry 
116 Nassau St. New York 7, N 








Ss. RAND Can Solve Your 
WATCH PROBLEMS 


@ New and used movements for replace- 
ment. 


@ Hard-to-get material, cases and dials 


(plain and rhinestone). 

@ Worn-out plates replaced with good used 
ones for popular watches. 

@ Complete balance and hair spring, stems, 
staffs, and crowns for all Swiss watches. 


S. Rand, 116 Nassau St. 
New York 7, N. Y. 


Be i tn ts ee 








‘Power’ MAINSPRINGS 


Guaranteed Highest Grade Swiss-Made 


for BULOVA 
7AP @ 10AE @ 6AN @ 8 AH 
10 BE @ 10 AN 


$15 Per Gross Assorted as Desired 
ALTAY & CO. 


22 W. 48th St. New York 19, N. Y. 
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New Watch-Craft Products 
Offered by C. & E. Marshall 


Two entirely new additions to their line 
are being offered by C. & E. Marshall Co, 
for the busy watchmaker. First is an at. 
tractively packaged, well-constructed com- 
plete set of eight bracelet mainspring 
winders handling all sizes of mainsprings 
from smallest baguette to 6/0 size. 





Also available for the first time is a set 
of six plastic assembly trays, each unit 


complete with its own cover. The trans-, 


parent trays are moisture and dust resist- 
ant and occupy little work space. 


Reasonably priced, the new units are 
worthy additions to the Watch-Craft line. 


~ ee a xs PRE z ee ee eo 











Used Pocket Watches! Wrist Watches! 
Pocket Watch and Wrist Watch Movements. 
* Presant, 4421 North Sheridan, Chicago 40, 





























ee ee ee ae ae oe ee le le 


Se eee le Ce 





‘eweler 


I 

ir line 
all Co, 
an at- 
d com- 
spring 
springs 





3 a Set 
h unit 
trans-, 
resist- 


ts are 
t line. 


Co 


4 











MaRCcH, 1948 


BP & M Distributes 
Striking Calendars 


Countless wholesalers throughout the 
country have written letters of praise and 
appreciation to Bayer, Pretzfelder & Mills, 
Inc., for the strikingly beautiful calendars 
which they have received directly from 
Switzerland. 





These calendars are of exceptional 
beauty. They each contain twelve large 
color reproductions of scenes in Switzer- 
land and the Alps. Reproduced by an un- 
usual process, these photos show a fine- 
ness of detail and color that is unsur- 
passed. The Swiss printers have spared 
no expense to create a calendar that is 
truly a work of art. The effect of these 
pictures is so life-like as to be breath-tak- 
ing. Color photos of a similar clarity are 
practically unobtainable in this country. 

Wholesalers have limited supplies avail- 
able for those retailers who may desire 
to write requesting single copies. Since 
the demand has already been very heavy, 
retailers are requested to contact their 
nearest wholesalers at the earliest pos- 
sible date to insure prompt delivery. 

“Be proud of your profession— 

Join the U.H.A.A.” 
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For important information re- 
garding the W.H.A.A.-N.A.H.S. 
Convention, see pages 48 and 
121. 








Navigation Watches Surplus 
Hamilton 22 jewels, 16 size, sweepsecond converted 
to 12 hr. dial; like new, movement as good as it 
was when it left the factory; have never been 
taken apart; in solid gg cases; can be put in gold 
cases by .50 each. 


THE WATCH REPAIR SHOP 


LLANO, TEX. 








BOWMAN Technical School 


Courses for Success for 


Watchmakers 
Engravers 
Jewelers 





Write for free booklet, 
“Help Yourself to a 
Better Future” 


60 Years’ Service 


JOHN J. BOWMAN, Director 


Bowman Bldg. Lancaster, Pa. 











WATCH DIALS 
REFINISHED 
3 Day Service 


Complete Line Watch Cases 
and Dials 


Michigan Dial 
Refinishing Company 


603 Metropolitan Bldg., Detroit 26, Mich. 











HAIRSPRING 
VIBRATING 


Send balance 
bridge, balance, 
stud and collet. 


SPECIAL ATTENTION TO MAIL ORDERS 


Stanley Wenckus Co. 
Room 703 Chester Williams Bldg. 


215 West = St., Los Angeles 13, Calif. 
Phone Michigan 9008 
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Early American Clock Dials 
The duplication, repair or refinishing 
our specialty. 
Estimates cheerfully given. 
J. E. COLEMAN 


64 Arcade Bldg. Nashville, Tenn. 














ARCTIC WATCHES 


A Complete Line of 
Ladies’ and Men’s 


RHINESTONE 


Wrist and Lapel Watches 


illustrated No. 112 


17 Jewel, Font 120 Movement 
Price $24.00 Each 


Arctic Watch Company 
Manufacturers of 


Rhinestone Cases and Dials 
12 John St., New York 7, N. Y. 











ILLINOIS NICKLE WHITE CASE 3-0 


Screw Back and Bezel 


Plastic straps 
to fit solid 
lug cases 


$3.00 


per-doz. 





Special prices in 100 and 1000 lots. 
Cash or C.O.D. 


M. HARRIS xen york 2, N.Y. 








Prompt Mail Service 


GOLDBERG & POSSOFF 


124 South 8th Street 
Philadelphia 7, Pa. 


Has been appointed authorized 
distributor of genuine 


Benrus Watch Materials 
in conjunction 
with our regular lines of 
Swiss and American 
Tools and Materials 


Complete Line Dennison Goods, 
Boxes and Tags 
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Swartchild & Co. Awarded 
“Certificate of Public Service” 





The accompanying photograph shows: 
William G. Swartchild, Jr., left, executive 
vice-president of Swartchild and Co., Chi- 
cago, receiving the Brand Names Foun- 
dation, Inc., “Certificate of Public Serv- 
ice” from Theophil H. Mueller, president 
of Julius Kayser and Co. Mr. Mueller 
is also chairman of the Foundation’s 
executive committee. The presentation 
was made for the Swartchild Company’s 
“Black Shield” Mainsprings, which has 
“won and held public confidence” since 
1890. Only brand names that have been 
in continuous use for 50 years or more 
qualify for this public service award. 


Elgin Illinois Gets 
Choice Radio Spot 


The Groucho Marx radio ,show, spon- 
sored by the Elgin American Division of 
Illinois Watch Case Company, is now be- 


ing heard over the stations of the Amer- - 


ican Broadcasting Company from 9:30 to 
10 p. m. each Wednesday. 


The Marx quiz program, formerly titled 
“You Bet Your Life,” made its debut on 
Monday, October 27 over the ABC net- 
work, at 8 p. m., e.s.t., and drew wide au- 
diences within a few weeks. 


New Crystal-Cement 


Kola, a new crystal cement which its 
manufacturers claim will not rust hands, 
discolor dials, brittle or chip is now be- 
ing offered by William G. Paul, 835 Eighth 
avenue, New York City. 

The cement, which comes in an unbreak- 
able container to prevent spilling, con- 
tains no acids, is non-poisonous, non-flam- 
mable and odorless, according to Paul. 
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Golden Mesh Watch Attachment 
introduced by Kreisler 


Golden Mesh, an exciting new watch 
band by Jacques Kreisler Manufacturing 
Corporation of North Bergen, N. J., has 
been introduced this season with even 
greater possibilities than Kreisler’s fa- 
mous Basketweave. Promotion of the new 
band will follow on the heels of the suc- 
cessful campaigns which Kreisler put be- 
hind the Wonderweave in 1947 and the 
Basketweave in 1946, 


An important feature of this band is 
the new patented twin-lock clasp which 
combines extra convenience with extra 
safety. With this clasp anyone can 
shorten the Golden Mesh watch band with- 
out cutting the band itself. This is ac- 
complished through an ingenius shorten- 
ing method taking less than one minute 
and at last does away with the problem 
of shortening mesh attachments. 


This new jewelry item will be intro- 
duced in an advertisement appearing in 
111 of the ceuntry’s leading newspapers 
on May 16. A full page ad in Life, June 7 
issue, and a large spaced advertisement 
in 111 big market newspapers on June 13 
complete the schedule. To promote this 
new item Kreisler has planned a complete 
packaged promotion including a rich ve- 
lour covered triple use display tray, a 
display plaque, colorful post cards, adver- 
tising mats and strong radio scripts. 
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WM. S. McCAW CO. 
Watch Materials—Jewelers’ Supplies 
Jewelry—F 's 








Room 215-18, 320 Superior St., Toledo, Ohio 
ARISTO TRAVELING CLOCK CASES 


Genuine Leather Cases in 
stock for immediate deliv- 
ery. For 2% and 2% in. 
diameter openings. 

No. 22-H Genuine Morocco in 
Black, dk. Blue, Brown, Green, 
Red, Keytone $11.00. 


ARISTO IMPORT CO., 
INC. 
Rockfeller Center 
NEW YORK 20, N. Y. 








630 FIFTH AVE. 





Watch Materials 








Tools Prompt 
. Mail 
Supplies Service 
































Write for new price list 60 


DEAN WATCH CO. 
116 Nassau St. New York 7, N. Y. 














PRECISION INSTRUMENTS LABORATORY 


School of Watch and 
Clock Repairing 
U.H.A.A. Approved 






MARVIN KIPNIS 
Director 


4401 W. PICO BOULEVARD 
10S ANGELES 6 WYOMING 3431 








— oe 











STE 
ANDSFEEL 


CROSSCURVED MAINSPRINGS 





One and Two Drawer Mainspring Cabinets 
Swiss Watch Material 
Bestfit and Newall Assortments 
Zenith Watch Cleaning Machines 


Watch Crystal Fitting 
PROMPT SERVICE 


Rothen Bros. 


501 Godchaux Bldg. 527 Canal St. 
New Orleans 16, La. 
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Classified Advertising 


Ca in advance. Rates under all 
except ‘Positions Wanted” > $1.50 for 
first 25 words, five cents for each additional 
word. “Positions Wanted,” 75 cents a first 25 
words, five cents for each additional word. Bold 
face type five cents additional per word; — 
= also five cents additional per word. Bo 
umbers for “Blind” advertisements, 50 wan 
additional for postage and handling. 











SPECIAL NOTICES 





WATCHMAKERS! ! ! ! 
ARE YOU STUCK FOR A PART? We will find it 
for you 
Send sample of movement— 
Small service charge. 
ag = BALANCES—for all popular Swiss and 
Ameri 
GOOD USED MOVEMENTS—Trade-ins accepted. 


NEW & USED CASES—BEZELS MATCHED 
If you are stuck for any watch part—send to 
us before you give up. 

We can match or secure original staff for prac- 
tically any watch. 

We can secure parts of old pocket watches like 
N. Y. Standard, Illinois, South Bend, Longines, 
Rockford, Howard, Elgin, Waltham, Hampden, 
Tavannes, Zenith, Etc. 

Our service charge for securing parts, movements, 
or ma ye ones | a case is $1.00 per job, plus regu- 
lar material cost, even if more than one part 
is needed for the same watch. No charge if 
we don’t succeed. 

We have letters from all over the U. S. and 
Canada and Alaska praising our service. 

BONDED MESSENGER SERVICE 
1 Charles St. (or Box 13H) White Plains, N. Y. 





LAST CALL!! Only 50 copies left. “ABBOTTS— 
Antique Watches and How to Establish Their 
Age.” Brand new. Beautifully illustrated. Com- 
prehensive hallmarks, listings, halftone plates. A 
“must” for every collector and dealer. $4.00 
postpaid. Money-back > + D. Allen, 80 
East First St., New York 3, N. Y. 





SWISS WATCH AND JEWELRY JOURNAL. New 
ALL-ENGLISH language edition of the well-known 
“Journal Suisse d’Horlogerie.’’ Yearly subscrip- 
tion $5.00. U. S. Agents: OVERSEAS PUBLISHERS’ 
— 66 Beaver St., New York 4, 
x. ¥. 





JOURNAL SUISSE D’HORLOGERIE (Swiss Watch 
& Jewelry Journal). French-English edition. An- 
nual subscription $5.00. U. S. Agents: Overseas 
or a 66 Beaver St., New 
or’ - 2 





WATCHMAKERS BOOK 
“Rules and Practice for Adjusting Watches” and 
“Practical Balance and Hair Spring Work.” Strictly 
practical books by Walter Kleinlein. Your jobber 
or trade journal. 





PATENT ATTORNEY, Registered U. S. Patent Of- 
fice. Mechanics, Electricity, Chemistry. 

IL JORDAN KUNIK, 75-L Pearl St., Hartford, 
Connecticut. 





SPORTSMEN AND SPORTSWOMEN 
Don’t go fishing without Usher’s annual fishing 
—_— Get your copy for 35 cents, at any News 
stand. 





HOROLOGY BOOKS — Catalogues, Pamphlets. Send 
your wants. Free list. H. Birnbaum, 218 East 59th 
Street, New York 22, N. Y. 


POSITIONS WANTED 





Exceptionally Fine Watchmaker. Certified, nearly 
thirty years experience. Wishes connection in 
California, Arizona, or New Mexico. Interested in 
repair dept. where work is plentiful on per- 
centage basis or other good propositions. Best 
in references. Watchmaker, 234 South National, 
Springfield, Missouri. 





Young veteran graduating from accredited watch- 
making school April 1, 1948, desires position as 
watchmaker. Fifteen months watchmaking plus 
three months jewelry repairing. Will consider 
on-the-job training. c/o Box 685, American 
Horologist & Jeweler, 1549 Lawrence St., Den- 
ver 2, Colo. 





Graduate from accredited watchmaking school 
desires permanent position where fine workman- 
ship is desired and further knowledge may be 
obtained. Western states preferred. Box 678, 
c/o American Horologist & Jeweler, 1549 Law- 
rence St., Denver 2, Colorado. 





Apprentice training wanted with licensed watch- 
maker. Have most tools. One year experience. 
Anywhere in U. S. References. Box 689, c/o 
American Horologist & Jeweler, 1549 Lawrence 
St., Denver 2, Colo. 





MARRIED VETERAN. School Graduate desires to 
further experience in watchmaking. Will accept 
on-the-job training anywhere in south. Available 
immediately. Have own tools. Albert G. Burnelis, 
2317 Sidney St., Pittsburgh 3, Pa. 





POSITIONS AVAILABLE 





WATCHMAKER WANTED: Old established store 
in growing county seat town of Iowa. Needs ex- 
perienced SS Pleasant working condi- 
tions. Top sal » permanent position 

COLE’S JEWELRY STORE—RED OAK, IOWA 





WANTED—Junior watchmaker or apprentice. No 
lathe necessary. State your salary and date avail- 
able. D. Jackson, 303 Howard St., Evanston, IIL 





STORES FOR SALE 





JEWELRY store complete, next to theater in town 
of Waterbury, Vermont, population 5,000. 
INCLUDES building and lot it sets on. Living 
quarters in rear and upstairs, running water, and 
electricity, insulated. Stock includes fixtures, 
WatchMaster, all tools, inverto K.&D. staking set, 
etc. 50 or more watches including Waltham, 
Elgin, Bulova. All franchise to this store only. 
Diamonds, rings, and costume jewelry, 3-ton safe, 
2 showcases. Reasonably priced. 

ANYONE interested write to L. G. Marcotte, 
Waterbury, Vermont. (10 miles from ski town of 
Mt. Mansfield. Business draws from 9 surround- 
ing towns). 





TWO WELL established jewelry stores in the 
Verde Valley of Arizona. Stores located in Jerome 
and Cottonwood, Arizona. No other jewelers in 
this valley. Population 15,000. Well equipped 
Repair Dept. Includes Paulson Timer. $10,000 
approximately to handle both stores. Box 37, 
Cottonwood, Arizona. 





FOR SALE—Small jewelry store, all new stock 
and fixtures. Quick sale $2,250.00 cash. Box 690, 
c/o American Horclogist & Jeweler, 1549 Law- 
rence St., Denver 2, Colo. 








o té eeneeben Gee 








veler 





1early 
mm in 
ed in 

per- 
_ Best 
ional, 





ratch- 
on as 
lus 
sider 
rican 
Den- 








es to 
iccept 
ilable 
nelis, 


Is ex- 
-ondi- 


WA 





avail- 
a, DL 


town 
iving 
tures, 
z set, 
th 
only. 
safe, 


cotte, 


ound- 


the 
rome 
rs in 


0,000 
¢ 37, 


. 690, 
Law- 








MARCH, 1948 





STORES FOR SALE (Cont.) 


137 
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For Sale—Watch Repair Business, modern store 
and three-room cottage on premises, nicely fur- 
nished. This is situated on main highway in 
southern California. Price for buildings, stock, 
fixtures, and furniture—$8,500 and the balance 
of $4,300 at $35.00 per month. Good reasons 
for leaving. Write for particulars. Box 688, 
c/o American Horologist & Jeweler, 1549 Law- 
rence St., Denver 2, Colo. 








SERVICES AND TRADE WORK 





WATCH REPAIRING FOR THE TRADE 
Quick, Reliable Service 
All Work Guaranteed 
Prices Sent on Request 
A. CONIGLIARO 
4136 Snelling So., Minneapolis 6, Minn. 


ACCURATE watch repairing for the better class 
of trade. Work is guaranteed. Will accept repu- 
table accounts only. Delgatto, 1538 W. 7th St., 
Brooklyn, N. Y. 





GOLD AND BALBERT 
Watch Repairing for the Trade 
Due to high productivity we are enabled to reduce 


prices. Send for rates. 
1423 Noble Ave. New York 60, N. Y. 


CLOCKS REPAIRED, ALL MAKES 
Foreign and domestic spring, weight and electric 
special movements—prompt service. Work guar- 
anteed. 





GEM CLOCK SERVICE 
1344 W. Division St. 
Chicago 22, Ill. 





EXPANSION 
BANDS 
REPAIRED 
15c to $1.00 
Plus cost of New Material supplied 
LITERS & SHAVERS 
Repaired 75c & up 
RING SIZING 
A Specialty 
5c & Up 
EXCHANGE SERVICE ON BANDS 
$1.50 plus your old band 
24 HOUR SERVICE 
G. & H. REPAIR SERVICE 
13344 Ave. N. 
Chicago 33, Ill. 





Fine Watch Repairs for the Trade. Fast and Re- 
liable Service. All work Guaranteed. Estimates 
submitted before we proceed. G G G WATCH- 
MAKERS FOR THE TRADE, operated by Arum 
Bros., 7 West 44th St., New York 19, N. Y. Jack 
Arum former Manager of Service Dept. for Bulova 
Watch Company. 





G & B WATCH REPAIR SERVICE 
Watch repairs for the trade. 
Fine quality — Best Workmanship 

Speedy Delivery 

Estimates sent for your approval. 

We are as near to you as your postoffice. 
20 W. JACKSON BLVD. 

Suite 602-606 
Chicago, Illinois 








WILLIAM JACOBSOHN—Quality Watch Repairing 
to the trade since 1937. 424 So. Broadway, Los 
et 13, Calif. Member of the Jewelers Board 
of Trade. 


1948 Brings Profits to Thrifty. Pay Only $3.50 
1 Year Guarantee-6 Day Service 
(Since 1920) 

$3.50 FOR A COMPLETE DISASSEMBLY GENERAL 
REPAIR, MAINSPRING, STAFF, & CASE POLISHED 
Fruman’s employ skilled vets and craftsmen—no 
students. Registered by Horological Association 
of Pennsylvania and Horological Institute of 
America. 

Send a trial eae Bg Rt ll profit this year. 


Third & Monroe Sts. dneinaenad 47, Pa. 


WATCH MATERIALS AND PARTS 

For hard-to-get materials, watch parts, train or 
balance wheels complete, pallet forks, also for new 
and used cases or any problem, send movements 
to F. &. ee Co., Dept. E., 509 Fifth Ave., 
New York 17, N. 

Jewels fitted: veaffs made; hairsprings vibrated; 
dials refinished. Unavailable pairs duplicated, 
wheels cut, pinions repivoted. 





JEWEL SETTING BY EXPERTS 
We specialize in all types watch jewel setting. 
You send us the movement, plate and bridge with 
the balance or wheel and we fill fit the proper 
jewel for ~~ setting. Hy-Go Watch Co., 54 W. 
47th St., N. Y. C. 





AN OLD COMPANY 
WITH A NEW DEPARTMENT 
Repairing Chronographs, Stop Watches, and other 
— licated watches. No better workmanship or 
ce can be had. Send for our New Lower Price 
List covering all kinds of watch repairing. All 
Watches checked by special electric Precision 


Timer. 
SYSTEM SERVICE CO 
213 So. Broadway 
Los Angeles 12, Calif. 





a. BANDS REPAIRED 
ATE OF $1.00 
24 HOURS. SERVICE -NO RIVETS 
ALL BANDS FINISHED LIKE NEW 
OUR WORK GUARANTEED 
EVERY TYPE OF 
JEWELRY REPAIR DONE 
ONLY MAIL ORDERS ACCEPTED 
MORLEN REPAIR SERVICE 
7815 S. CONSTANCE AVE. 
CHICAGO, ILLINOIS 





A complete watch, clock and jewelry repair service 
to the trade, specializing in high grade watches 
and chronographs of all types. One week service 
on watch and clock work. Crystals and jewelry 
repairs can be returned the same day received. 
Serving the retail jeweler for more than 20 years. 
Write for price list and references. R. R. Per- 
menter Manufacturing Jeweler, 5th floor, Rector 
Bldg., Little Rock, Arkansas. 





Swiss American 
HAIRSPRING VIBRATING 
y Our New Electronic Process 
Mail oon Our Specialty—Satisfaction Guaranteed 
“One Week Service’”’ 
TROOP-BALAS & CO. 
517 Washington Square Bldg. 
700 Chestnut Phila. 6, Pa. 





WATCHMAKERS ‘ 
Hairsprings Vibrated 24 Hours Service 
All work guaranteed - Hairsprings fitted to bridge 
Flats .. . $1.50 -Breguet .. . $2.50 





Send balance, bridge, stud, and collet. 
Make and Model Number. 
Timpat Springs, Box 188, Franklin Sq., L. L., N. Y. 


138 


The American Horologist and Jeweler 





SERVICES AND TRADE WORK (Cont.) 


—_.. 


SERVICES AND TRADE WORK (Cont.) 





Lathes any make Foreign or American rebuilt 
and replated like new by the manufacturers of 
America’s most modern lathes. Seven years ex- 
—- in designing and manufacturing lathes, 

blocks, instantly adjustable aluminum 
wane ers stools and tools. Lathe loaned you 
free while —_ is — made like new again. 
All our work and ines are unconditionally 
guaranteed. Really 1 Gensenaite prices. Miles 
—— Machinery Co., Box 375, Bedford, 





FRANK H. MEYERS 
Watch and Clock and Jewelry Repairing for the 
trade. 


All work guaranteed. 
Reasonable prices. 


Expert Workmanship. 15 years experience! 
For further information write Box No. 545, 9th & 
Market, Philadelphia, Penna. 


Herbert L. James—Hairspring Vibrating 
$1.75 flat $2.25 Breguet 
QUICK SERVICE 








HAIRSPRING VIBRATING 
Flat, $2. = Breg., $3.00 
One 4 service when requested. 
ALSO WATCH & CLOCK REPAIRING. 
WATCH CASE REPAIRING, BEZELS MATCHED 
JEWELRY REPAIRING. 
EXPANSION BANDS REPAIRED. 
CRYSTAL FITTING. 
DIAL REFINISHING. 
Send for price lists. 
Clyde McCoy 
323 West 5th St. 
Los Angeles 13, Calif. 





1344 W. Division St., Chicago 22, Ill. 
HAIR-SPRING 
TWEEZERS 
Hardened, Tempered, Sharpened 
VALDEMAR VIRTANEN 
43 Park Place, Morristown, N. J. 





WATCH REPAIRING 
5 Day Service 
all work tested on, 
WATCHMASTER 
RI-MARK WATCH CO. 
Room 311 


80-82 Bowery New York 13, N. Y. 





WATCH REPAIRING 
Reduced prices to stimulate business, and are giv- 
ing the storekeeper a chance to reduce the price 
of repairs to his customer. Same high standards 
maintained. Regulated Time Service, 1508 Char- 
lotte St., Bronx 60, New York. 





TRADE WORK 
High quality watch repairing for the trade. All 
watches tuned and tested on the Paulson Time-O- 
Graf. All work guaranteed. Price list cheerfully 
furnished. Victor Smera, 61-18 43rd Ave., Wood- 
side, L. I, N. Y. 





EXPERT WATCHMAKER FOR THE TRADE 
Could handle a few more accounts. Every re- 
pair timed and tested. Guaranteed for one year. 
Every case polished free. Ernest Safran, 86 Bow- 
ery, New York 13, N. 


Expert Watch Repairing for the trade. All work 
guaranteed. Prompt service. Fair charges. No 
students employed. Stephen Brod, 4040 Benton 
Blvd., Kansas City 4, Missouri. 


Hairspring vibrating—Same day servic 
Flat, $1.75 Breguet, $2. 50 
Pini ning point—Send job for estimate 
ay to Bridge—No leve' nec 
to avoid position error. 
Write te today for heavy mailing envelopes, 
Ch >" Co. 


arles a, 
P. 0. Box 330 lion City, New Jersey 
Formerly in ae of wr department for 
Bulova Watch C 


TRADE WORK 

We are now in a position to accept a few ac- 
counts to add to our growing clientele. Prices cor- 
rect, Work correct. Watches timed on Watch- 
Master. Service prompt. Write for price list. All 
work guaranteed. S. & G. WATCH REPAIR CO., 6 
Maiden Lane, New York 7, New York. Tel. Rector 
2-9093. 








High Quality Watch Repairing 
By watchmaker accustomed to doing high grade 
work. All watches timed on WatchMaster. All 
work guaranteed for one year. Prompt Service. 
Can furnish best references. Send for price list. 
F. Angerame, 150 Nassau St., New York 7, N. Y. 





Fine Watch Repairing for the Trade 
Complicated time pieces repaired skillfully. Used 
movements reconditioned at lowest figures. Price 
list on request. 4 to 7 days service. E. S. Janbaz, 
216 So. Spring St., Los Angeles, Calif. 





Chronographs, complicated watches and cnn 
our Specialty; mail orders and estimates solocited. 
Average watches order—$3.50. H. Simon, Box 
116-C, Central Islip, New York. 





TRADE WORK 

High grade watch repairing. Chronographs, stop 
watches, repeaters especially. F. S. Horological 
Co., Dept. F, 509 Fifth Ave., New York 17, Ne ¥. 
Guaranteed High- nie Watch Repairing for the 
trade. Prompt Service. Price list on request. 
Edward Minkin, 225 Mt. Pleasant St., New Bed- 
ford, Mass. 


Watch eens for the Trade. Fast and guar- 
anteed service. Price list upon request. Avery 
Time Company, 5 Beekman Street, New York 7 
N. ¥., wo 4- 3057. 


Phillips Brothers Watch Deete | Service 
Room 1019, 32 North State St. 
Chicago 2, Illinois 
Write for Price List 


Watches siaiieadl:< with meticulous care. Flat rate 
$2.50 plus material cost. Send trial shipment to 
Chas. Levin, 110 acetate Bldg., Warren, Ohio. 


FINE WATCH repairing for the trade. Specialists 
in chronographs and other complicated watches. 
All work guaranteed. The Swiss Shop, 54 W. 
47th Street, New York 19, N. Y. Lo-3-4775. 








WATCH REPAIR SERVICE 
For the Discriminating Jeweler Who Wants to 
Keep the Will of His Customers 
All Work Timed on the WATCHMASTER 
23 Years Experience, References If Desired 
Peter Nieto 
HI A Certified Watchmaker 
408 Legendre Bldg. 
New Orleans, La. 





WATCH REPAIRING for the trade. Can handle 3 
to 4 additional accounts. All work tested on 
WatchMaster. Quality Jewelers, 3163 Richmond 


St., Philadelphia 34 Pa. 
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HAIRSPRING VIBRATING 
Send balance bridge, balance, stud, and collet. 
Flat $1.75 Breguet $2.25 
QUICK SERVICE 


HERBERT L. JAMES 
3205 ‘‘B’ Henry Ave. 
Philadelphia 29, Penna. 


Julius Fleischer & Son 
Master Watchmakers 
101 West 42nd Street 
New York 18, New York 
Serving New York’s leading jewelers over 50 
years, we have recently expanded facilities to 
accommodate new accounts throughout the 
country. Complicated watches and clocks expertly 
repaired. UNOBTAINABLE PARTS MADE IN OUR 
SHOP. Western Electric WatchMaster used for 
precise timing. One week service. Work fully 
ranteed, covered by insurance. Estimates sub- 
mitted—work reasonably priced. 


HIGH GRADE WATCH REPAIRING TO THE TRADE 
Chronographs and repeater specialists, 5 to 7-day 
service. All work at reasonable prices and fully 
guaranteed for one year. Watches timed and 
treated on WatchMaster. Insured shop. 8 first- 
class watchmakers at your service. References 
and price list on request. Special prices to 
importers on casing and repairing. Mail orders 
our specialty. A. H. Schierer, 1149 Lake St., Oak 
Park, Ill. 


CHRONOGRAPH REPAIRING. All work done per- 
sonally. Six years experience chronograph work. 
Service approximately ten days. Paulson Time-O- 
Graf ratings. Prices vary according to intricacy 
of movement. Howard H. Crumpton, P. O. Box 
No. 55, Burlingame, California. 
QUALITY WATCH REPAIR 
WATCHMAKERS AND JEWELERS 
ATTENTION PLEASE!!! 

If you value repairs which you can hand back 
to your customers with the certain knowledge 
of completely satisfying them, then give me a 
trial. I have just come from London, England, 
where I had a trade repair shop for many years. 
Proof of my capability to do first class work 
is the fact that I completed several contracts 
for the British Post Office, repairing for them 
split second stop watches which I had to guar- 
antee within 10 seconds in 24 hours. I can 
repair ANY good quality watch, no matter 
how complicated. I guarantee all my work for 
12 months and I can give a very prompt service. 
I will be very pleased to send you my list of 
charges. Peter Gluckman, 240 Stockton Street, 
Suite 714, San Francisco 8, California. Phone 
Yukon 6-5251. 




















TRADE WORK 

Four expertly trained watchmakers to serve you. 
None of our watchmakers have less than 15 
years of actual experience. Each watch Elec- 
tronically checked before leaving our shop. All 
work guaranteed. Lowest prices available. Price 
list cheerfully furnished upon request. Pence 
Jewelry & Supply Company, 311 Wall Street, 
Alabama City, Ala. 


WE ARE now accepting new accounts for watch 
repairing. Let a trial shipment prove to you our 
ability to give you the type of guaranteed service 
your customers expect. I. Lloyd Durgin, Room 
402, 704 Sansom St., Philadelphia, Pa. 


JUST GOOD WORK 
That is all I have to offer. I take them apart, 
polish pivots when they need it, true balance 
wheels, tighten cannon pinions AND WASH CASES. 
One-year guarantee. R. C. RUSHLAU, 4317 So. 
23 St.. and 506 World Herald Bldg., Omaha, 
Nebraska. 











4 JEWELS FITTED BY EXPERTS 

We specialize in all types watch jewel setting. 
You send us the movement, plate and bridge with 
the balance or wheel and we will fit the proper 
jewel for the setting. Hy-Go Watch Co., 54 W. 
47th St., N. Y. C. 


SERVICES AND TRADE WORK (Cont.) 


WATCH REPAIRING for the discriminating jeweler. 
Expert guaranteed workmanship. Specializing in 
mail orders. All watches tested for accuracy on 
our ‘Western Electric Timing Machines.’’ Mod- 
erate rates. Price list and references sent upon 
request. Max Kinberg & Sons, 1910 Arthur Ave., 
New York 57, N. Y. LU 3-5865. 








WANTED TO BUY 





WILL PAY $6.00 each for following books: Gar- 
rard ‘Clock Repairing and Making;’’ Keystone 
Press “Art of Engraving;’’ Rees ‘Modern Letter 
Engraving;’’ Whelpley ‘General Letter Engrav- 
ing;” Marsh “Evolution of Automatic Machinery.” 
A. Spiro, 2683 Buena Vista Ave., Detroit 6, Mich. 





Jewelry Store in town of 2,500 to 55,000 popula- 
tion. Preferably in Ohio. W ill consider any loca- 
tion. Confidential. Must be priced reasonably. 
Box 686, c/o American Horologist & Jeweler, 
1549 Lawrence St., Denver 2, Colorado. 





Interested in small size bench chronometer of 
American, English, or Swiss make. In good order 
and reasonable. P. Zwick, 623 Lexington Ave., 
New York City 22. 





WANTED—AIl Types of Tools, Machines, Old Clocks 
and Old Clock Movements. Highest Prices Paid. 
Lee Mercy, Dept. A, 218 East 59 St., N. Y. 22, N. Y. 





WANTED—Used correspondent courses and books 
on watch, clock, and Jewelry repairing. Quote 
price and condition. Box 336, Odessa, Wash. 








The Book entitled ‘“‘The Modern Clock”’ by Ward L. 
Goodrech. If you have one and want to sell same, 
please advise. J. L. Huggins, Westfield, New York. 





ARTICLES FOR SALE 





Sheffield Trade Store—New Name and 
New Address 

Sheffield Wholesale Jewelry Tools and Material 

Rear 611 Milam St., Shreveport, La. 
I have the following merchandise to offer for 
immediate delivery: The Newall Mfg. Co. com- 
plete line of Fine Material and Tools; L & R 
Mfg. Co. complete line of Fine Cleaning Ma- 
chines, Cleaning and Wrench Solutions, Crystal 
Gringers, Lathe Motors, and other L & R prod- 
ucts; Zenith Cleaning Machines, Cleaning and 
Wrench Solutions; Good-all Cleaning Machines, 
Electric Soldering Machines—guaranteed for 10 
years. Staking Sets, Lathes, Lathe Chucks, Tools, 
and Material for watchmakers. Ladies and Gents 
Watches, Watch Bands—various makes and kinds. 
Crystal fancy shape and round glass and No- 
Brake. Write for your needs. 
Sheffield Wholesale Jewelry Tool and Material 

Rear 611 Milam St., Shreveport, La. 





“QUESTIONS AND ANSWERS For The Student 
Watchmaker’’—This book is for those studying tc 
become watch repairers. Presented in the form of 
questions and answers. Covers from dissembling a 
watch to adjusting the escapement. 234 illustra- 
tions enable the student to grasp and understand 
it more readily. If you are a student, you should 
have this book. Price postpaid $5.00. Magonbe 
Globe Company, 1991 Broadway, New York 23. 





For Sale—Miscellaneous American and Swiss 
Movements for parts. Also small quantity of 
8-day clock movements. L. C. Mann & Son, 123 
East Main St., Marshalltown, Iowa. 
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ARTICLES FOR SALE Cont.) 





OPENING SPECIAL 
Hole Jewels, asst of 100—each asst. $2.50; 834,L 
17 Jewel movement 10K RGP $14.00, Rhinestone 
dial $16.00; 14K Gold Vase $20.00, Rhinestone 
dial $21.00; 6x8 17 Jewel 10K RGP case $14.00, 
14K Gold Case $17.00, Rhinestone dial $18.00; 
6 Rubies, 14K Gold Case, Rhinestone dial, $22.00; 
17 Jewel Incabloc, waterproof, Antimagnetics 
Sweep-second hand $15.00. Samples C.O0.D. Green- 
berg Watch Co., 76 Bowery, N. Y. C 

ARTICLES FOR SALE 
Tags, numbered from 1 to 10,000 
Long $3.00 per 1,000, Square $4.00 per 1,000 
Printing: $2.00 extra Kum-Kleen price labels— 
Send card for catalogue No. 3, Rex Tag Co., 
26 Park Place, New York 7, N. Y. 


Unusual buy—new Auto Engraver. Unused. Com- 
plete with block letters and numerals in 3/32, 

» \&, &% inches. In script capitals 1,, \%, and 
% inches. Cost $394.00 complete. Will sell for 
$295.00. Going out of business. G. M. Halliday, 
Box 389, Pasco, Washington. 


SET OF Watchmakers Tools, including Watch- 
Master, Bench, Jeweling Tool, Staking Tool, Clean- 
ing Machine, Lathe and Motor. Complete list and 
details upon request. Everything must be sold. 
Paul L. Dailey, Sandia Base Branch, Albuquerque, 
New Mexico. 
One Moseley ‘Lathe with tailstock and 22 chucks. 
Slightly used and looks like new. Also Marco 
rounding-up tool like new with glass cover. Also 
wheel and pinion cutter to fit Rivet slide rest. 
All in good condition. J. H. Bryan, Hotel Clark, 
Hastings, Nebr. 

SPECIAL! "WHILE THEY LAST! 
The Miracle Watch Cleaning Machine. Brand new. 
3 jars, heating element, rheostat ——— $42.50 
complete. F.0.B. New York, no C.O.D 

FIRST COME -:- FRST SERVED 
LEE MERCY 218 East 59th St. New York City 





STUDENTS 
New 1/20 H. P., 5000 R. P. M., A. C.-D. C. motors. 
Double 4” shaft. Complete with foot rheostat, 
7%” pulley, and cord—$15.50. Motor only — 
$10.50. Rheostat—$4.75. Postpaid if check or 
M. O. with order. Bond-Broyles Specialties, 2309 
West Dallas, Houston 6, Texas. 
WEDDING BANDS—10 gross yellow old fashioned 
1/20 gold filled, $7.50 per doz. 50 gross yellow 
gold plated and filled collar buttons, $2.00 per 
gross. Antique gold filled cuff-buttons, $6.00 per 
doz. Send order for immediate shipment. B. 
Lowe, Holland Bldg., Dept. A. H., St. Louis, Mo. 


CLOCK MATERIAL 
Factory Price—General Electric—Ingraham Elec- 
tric—Borg & New Haven Auto—Revere Chime— 
Herschede Chime & Hall Clocks. Authorized Fac- 
tory Service Station. Smith Clock Shop, 1016 W. 
Adams, Phoenix, Arizona. 





LIGHTING—Fluorescent and Incandescent; patented 
diamond cluster reflectors for brilliancy; our 22nd 
year of strictly jewelry store lighting. Pittsburgh 
Lighting Equipment Co., O. Box 801, Battle 
Creek, Michigan. 

COSTUME JEWELRY SUPPLIES. Rhinestones, ma- 
chine cut and demi-fines-Moonstones-Simulated 
Pearl beads, balls and domes-Cameos-Earwires. 
Send for descriptive literature. Myles-Herber, 
1360-F Hicks Street, New York 67, New York. 


Less than one year old 
Write: R. 
Salt Lake City, 


Must sell WatchMaster. 
and has seldom been used—$550.00. 
Dean Hansen, 436 N. 9th West, 
Utah. 


FOR SALE or trade for other tools—Jacot Lathe. 
William S. Koch, 2716 169th St., Hammond, Ind. 
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__ ARTICLES FOR SALE “(Cont.) 


JEWELRY stones navel from rings, etc. 100 as- 
sorted $2.40. 50 large ones $2.40. B. Lowe, Holland 
Building, Dept. AH, St. Louis 1. Mo. 


WATCH SPECIALS 
Ladies’ 6x8, 17J, 14K, 6 Genuine Ruby Case, 
$21.50. Gent's 8%, 17J, 14K, Rhinestone Dial, 
$22.50. Samples COD, Zena Watch Co., 505 Fifth 
Ave., New York 17, N. Y. 


NEW AND USED cleaning and soldering machines, 
lathes and attachments. Cash paid for used tools, 
R. P. “Dick’’ Gallien, 220 W. 5th., Los Angeles 
13, California. 


I WISH to aa of some useful watchmaker 
tools, also some material. $50.00 takes the com- 
plete lot. A good buy—no dealers. Box 676, c/o 
American eaieielieteel & Jeweler. 


No. 2 seiitiees and W. W. Wire Chucks Nos. 1 to 
10 inclusive—$1.50. No. 11 to 80—$1.25. Wheel 
Cutting to the trade. Jes I Hansen, 331 Steel 
—_ Denver 2, Colo. 


100 GENUINE SYNTHETIC STONES. Extra value 
at $25.00. Rush orders for immediate shipment. 
B. Lowe, oo AH, Holland vatinai St. Louis, Mo. 





WatchMaster timing machine. New $600. Will ad- 
vise reason for selling to anyone interested. Ralph 
L. Tomer, Box 92, Clovis, New Mexico. 
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Sensational Values 


in watch materials no longer surprise regular CONTINENTAL cus- 
tomers. They are used to getting top-grade material at prices that 
defy competition. If you haven't already discovered how CONTINEN- 
TAL can cut dollars off your material bill, get in touch with us today. 
We have just expanded our facilities, and can fill all your materials 
needs at our usual low prices. 


Order from our large stock of... 


BALANCE STAFFS ESCAPE WHEELS 
WINDING STEMS PALLETS 
CROWNS BALANCE WHEELS 
MAINSPRINGS HANDS 
JEWELS CLICKSPRINGS 
CENTER WHEELS STUD SCREWS 
THIRD WHEELS JEWEL SCREWS 
FOURTH WHEELS SETTING BRIDGES 


forall current movements 


Continental Matertals 


are guaranteed to be of first quality and are offered to you on an 
open-account basis exclusively. 


CONTINENTAL WATCH SUPPLY CO. 


542 FIFTH AVENUE NEW YORK 19, W. ¥. 
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hts ‘West —— 


Beau Mil’s "... the best investment we ever made 


was in the purchase of a WatchMaster. 
it has given us more prestige, better 
work, less come-backs—and is paying 
for itself by the greater volume of 
watch repair work left with us. 


Chicopee, Mass. 


. .. Since receiving your advertising 
mats, business has improved at least 
50°% and our jewelry sales are also in- 
creasing due to the heavier store traf- 
fic." 


—and many similar letters are being 
received from all parts of the country. 
If you are a user, write for our “New 
Series” of advertising mats. If you 
are not a user, write and say, “We'd 
like a demonstration of the— 


FR, , 
Watch (faster 


tJ r ‘ee ’ S 
AVillumioili Me Militie me witillio Ree bo 
sno names oe oe me YEW YoORHA. ‘ ’ 


Distributors of. Western-Llectric VWeatch-rate Recorders 











